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SUMMARY 

A 106 bladed fan with a design takeoff tip speed of 1 100 ft/sec was hypothesized as reducing perceived noise 
because of the shift of the blade passing harmonics to frequencies beyond the perceived noise rating range. A 22 in. 
model of this Alternative Low Noise Fan, ALNF, was tested in the NASA Glenn 9x15 Wind Tunnel. The fan was 
tested with a 7 vane long chord stator assembly and a 70 vane conventional stator assembly in both hard and 
acoustically treated configurations. In addition a partially treated 7 vane configuration was tested wherein the 
acoustic material between the 7 long chord stators was made inactive. 

The noise data from the 106 bladed fan with 7 long chord stators in a hard configuration was shown to be 
around 4 EPNdB quieter than a low tip speed Allison fan at takeoff and around 5 EPNdB quieter at approach. 
Although the tone noise behaved as hypothesized, the majority of this noise reduction was from reduced broadband 
noise related to the large number of rotor blades. This 106 bladed ALNF is a research fan designed to push the tech- 
nology limits and as such is probably not a practical device with present materials technology. However, a low tip 
speed fan with around 50 blades would be a practical device and calculations indicate that it could be 2 to 3 EPNdB 
quieter at takeoff and 3 to 4 EPNdB quieter at approach than the Allison fan. 

7 vane data compared with 70 vane data indicated that the tone noise was controlled by rotor wake — stator 
interaction but that the broadband noise is probably controlled by the interaction of the rotor with incoming flows. 

A possible multiple pure tone noise reduction technique for a fan/acoustic treatment system was identified. 

The data from the fully treated configuration showed significant noise reductions over a large frequency range 
thereby providing a real tribute to this bulk absorber treatment design. The tone noise data with the partially treated 
7 vane configuration indicated that acoustic material in the source noise generation region may be more effective 
than similar material outside of the generation region. 


INTRODUCTION 

The conventional method for reducing fan noise has been to go to a low tip speed, high bypass ratio fan. This 
type of fan would typically have a low number of rotor blades with the number of stator vanes selected to provide 
for cutoff of the blade passing tone. In references 1 and 2 an alternative method was proposed to reduce the per- 
ceived noise of the fan tones. A paper study was conducted in these references on a 6 ft diameter fan. The baseline 
fan had 53 rotor blades and 90 stator vanes. This fan had an 1 100 ft/sec tip speed. A conventional low speed design 
approach to the fan was undertaken. This resulted in a 20 bladed fan at 800 ft/sec tip speed with 44 stator vanes. An 
alternative design approach which maintained the 1 100 ft/sec tip speed was also investigated. This alternative 
method used a high number of rotor blades to shift the harmonic tones to frequencies above the perceived noise rat- 
ing range leaving only the blade passing tone to be rated. A set of low number, long chord stator vanes was then 
used to reduce the level of the blade passing tone. In reference 1 the noise reduction possibilities of the two design 
approaches, conventional and alternative, were evaluated using hypothetical spectra. The noise reduction possibili- 
ties were calculated as reductions from the baseline fan noise level. 

Figure 1 (a) shows a hypothetical noise spectra for the baseline fan. This is for a 6 ft fan with 53 rotor blades 
turning at 1 100 ft/sec tip speed. The fan has 90 stator vanes resulting in a cuton fan such that the blade passing tone 
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propagates out the fan ducting to the far field. In this figure the blade passing tone is arbitrarily set at 100 dB and 
each harmonic is reduced 3 dB from the previous one. As can be seen there are three harmonics in the perceived 
noise rating range. 

The conventional approach to noise reduction is represented in figure 1(b). Here the fan has 20 rotor blades 
turning at 800 ft/sec tip speed. The fan has 44 stator vanes which results in a cutoff fan so no blade passing tone is 
shown in the spectrum. The lower tip speed results in all of the tones being reduced by 6 dB from those of the 
baseline fan. The harmonics again are each reduced 3 dB from the previous one. As seen in figure 1(b) there are 
13 tones in the rated range. The large number of tones is the result of the lower tip speed and the lower number of 
rotor blades combining to provide a lower blade passing frequency. Each of these tones is much lower in magnitude 
than the baseline fan tones. The net result is that the conventional low noise fan is 9. 1 PNdB quieter than the 
baseline fan. 

The spectrum for the alternative low noise fan is seen in figure 1(c). This fan has 106 rotor blades turning at 
1100 ft/sec which shifts all but the blade passing tone to frequencies above the perceived noise rating ranges. The 
fan has 14 long chord stator vanes which should result in a 6 dB reduction in the blade passing tone. The perceived 
noise reduction of this alternative approach is 10.4 PNdB, slightly more reduction than the conventional fan's noise 
reduction. 

To verify the predicted noise reduction potential of the alternative low noise fan, a 22 in. diameter model was 
constructed and tested in the Glenn 9x15 Foot Low Speed Wind Tunnel. This paper presents the design of this 
Alternative Low Noise Fan ( ALNF) and the results from the acoustic testing in the wind tunnel. 


APPARATUS AND PROCEDURE 

A 0.305 scale model of the Alternative Low Noise Fan, 22 in. in diameter, was built and tested in the Glenn 
9x15 Foot Low Speed Wind Tunnel. This fan was designed with 106 rotor blades and 14 long chord stator vanes to 
be an alternative approach to a conventional low tip speed, low rotor blade number, cutoff fan such as the Allison 
Engine Company model fan also tested in the 9x15 wind tunnel (ref. 3). The Alternative Low Noise Fan was also 
tested using a more conventional 70 vane stator to separately examine the noise reduction achieved by the low num- 
ber of long chord stators. 


Aerodynamic Design 

The aerodynamic design point of the Alternative Low Noise Fan was taken to be the takeoff condition. Here 
the fan was designed to produce a stage pressure ratio of 1 .3 at 1 100 ft/sec tip speed. An existing flow path from a 
20 in. fan tested previously in a test cell at Glenn Research Center (ref. 4) was scaled by a factor of 1 . 1 and used for 
this fan. Cross section drawings of the ALNF with 14 and 70 stators are found in figures 2(a) and (b) respectively. 
Both the 14 and 70 vane sets have the same solidity. Table I shows some of the key parameters for the ALNF fan 
design. A complete aerodynamic design for the fan stage is found in appendix A and the blade coordinates are 
shown in appendix B. The design in appendix A is for the 106 bladed rotor with the 14 vane stator. The 70 vane 
design has the leading edge of the 70 vane stator at the same location as the 14 vane stator and has the same stator 
inlet and exhaust conditions. The fan was designed to be tested with both hard wall and acoustically treated flow 
paths. 


Acoustic Treatment Design 

The acoustic treatment design goal was to reduce the noise at the blade passing frequency, ~18 000 Hz at take- 
off for the scale model fan, and to reduce multiple pure tones that might be roughly centered at 9 000 Hz for the 
22 in. model fan. To accomplish the reduction at blade passing frequency the design concentrated on reducing the 
92, 78 and 64 spinning mode orders. A single degree of freedom liner was designed with a target design impedance 
of (2.67+1 .90i) pc. A perforated sheet over bulk absorber design was chosen to achieve this impedance. The perfo- 
rated plate had 30 percent open area and was designed to be 0.037 in. thick with 0.048 in. diameter holes. The bulk 
absorber was Kevlar packed to a 4.5 lb/ft 3 density in a 0.325 backing depth. A sketch of this acoustic absorber 
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design is shown in figure 3(a). Because of strength requirements it was not possible to fabricate the flow path pieces 
with perforated sheet as thin as the desired thickness. The actual liner as fabricated is sketched in figure 3(b). The 
sheet thickness is 0.062 in. with the side facing the bulk absorber having been countersunk so that the straight por- 
tion of the hole is 0.037 in. long before the countersunk portion begins. It was hypothesized that this perforated plate 
would act acoustically the same as the designed plate of 0.037 in. 

The acoustic treatment was installed in the fan nacelle as shown in figure 2. The material was on the outer flow 
path wall of the inlet and on the inner and outer flow path surfaces between the rotor and stator and downstream of 
the stator. In the long chord stator version of figure 2(a), acoustic treatment was also placed on the inner and outer 
flow path walls in the space between the stator vanes. 


Fan Noise Testing 

The Acoustic testing was done in the NASA Glenn 9x15 Anechoic Wind Tunnel. A photograph of the Alterna- 
tive Low Noise Fan in this facility is shown in figure 4. The acoustic treatment on the tunnel walls is shown in the 
photograph along with a traversing microphone used to acquire noise data. The acoustic data were obtained by both 
the traversing microphone and fixed microphones installed in the wind tunnel. A top view sketch of the tunnel show- 
ing the traversing and fixed microphones is shown in figure 5. 

A photograph of the 106 bladed fan is shown in figure 6(a). Here the complexity of fitting 106 blades into the 
hub can be seen with two different types of blades, short and long stem, being needed to fit into the hub, figure 6(b). 
A photograph of the 14 vane stator assembly is shown in figure 7 and the 70 vane stator is shown in figure 8. Acous- 
tic data were taken both with a hard wall nacelle and with the acoustically treated nacelle. The acoustically treated 
configurations were tested first. In going from the acoustically treated to the hard configurations most of the nacelle 
acoustic surfaces were replaced with hard wall pieces. However for economy of manufacture, the pieces between the 
stators in the long chord configuration and the pieces directly behind the stators in the short chord configuration 
were made hard by filling the holes in the acoustic material with an epoxy material. This process then dictated that 
the acoustically treated configurations be tested first before the holes were filled. 

During the initial part of the testing schedule with the acoustically treated nacelle, aerodynamic data were 
obtained before acoustic data were taken. This aerodynamic data showed that the fan flow was limited by internal 
flow problems. This occurred with both the short and long chord stator versions. A plot of pressure ratio versus 
weight flow is shown in figure 9. More complete aerodynamic information is found in reference 5. The first configu- 
ration, 14 vanes with acoustic treatment, showed higher pressure ratios and lower weight flows than design. Changes 
in the fan nozzle area did not bring about the flow increases expected and high losses in the duct were suspected. 

An attempt was made to improve the flow rate by removing every other one of the 14 long chord stators, resulting in 
a 7 vane configuration. These vanes were permanently cut out of the stator assembly. A photograph of this 7 vane 
configuration is found in figure 10. The removal of every other vane increased the flow but did not bring the weight 
flow to the desired level. Configurations with 70 stator vanes and with only partial treatment showed additional im- 
provements. However, the proper flows were only obtained for both the 7 and 70 vane configurations when the fan 
was in the hard wall configuration. This indicates that in some way the acoustic treatment was the cause of the flow 
problem. Some possible causes might include extra frictional losses from flow over the perforated plate or cross 
flows inside the bulk material in the treatment. 

Acoustic data were obtained for the 7 and 70 vane configurations with both hard wall and acoustically treated 
nacelles. In addition a 7 vane configuration was tested where the nacelle was acoustically treated but the region 
between the long chord stators was hard. This configuration was an attempt to determine if the acoustic treatment 
between the stators was more effective because of its proximity to the source than other treatment in the nacelle. 
Table II shows a list of the tested configurations. 

The Alternative Low Noise Fan was designed to achieve a 1.3 pressure ratio at 1 100 ft/sec tip speed which was 
the takeoff condition. However, during the testing of the ALNF, the rotor blades encountered a high stress region at 
speeds greater than 1000 ft/sec tip speed. This appeared to be a flutter instability and the stress level increased with 
increasing tip speed. The coating material on the mid span dampers also showed wear after operating at tip speeds 
above 1000 ft/sec. Some aerodynamic data were obtained at tip speeds above 1000 ft/sec because of the short time 
needed to obtain the data but the acoustic data was limited to 1000 ft/sec because it was not deemed prudent to 
remain at these high stress levels for the time needed to make an acoustic survey, ~20 min. Table III shows the tip 
speeds, from 600 to 1000 ft/sec where the acoustic data were obtained for the 5 configurations listed in table II. 
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The acoustic data were obtained by the traverse at 48 steps yielding emission angles from 24.6° to 135° at a 
tunnel Mach number of 0.1 and by three fixed location microphones in the aft yielding emission angles of 136.4°, 
147.2° and 158.1°. Two narrow band spectra were taken of the data at 5.9 and 59 Hz bandwidth. From these a l/3rd 
Octave spectra was also constructed. Sound power and PNdB values were calculated from the l/3rd octave data. All 
of the noise data presented in the report are in 1 ft loss less form at the emitted angles unless otherwise specifically 
noted. Appendix C contains noise data taken at roughly 10° intervals for the 59 Hz bandwidth narrow band spectra 
and the l/3rd octave spectra. 


RESULTS AND DISCUSSION 
Hard Wall Configurations 

Comparison of 7 Vane Data With Allison Fan . — In a previous report, reference 6, some comparisons were 
made between the hard wall data for the ALNF and the Allison fan at the takeoff condition. This comparison was to 
be at 1 100 ft/sec tip speed for the ALNF and 840 ft/sec for the Allison fan. At these conditions they were both to 
yield a pressure ratio of 1.3. As mentioned previously, the ALNF data were limited to 1000 ft/sec which yielded a 
pressure ratio of 1.24. At the 840 ft/sec tip speed the Allison fan had a 1.26 pressure ratio. (This is a slight correction 
from the 1.27 pressure ratio stated in reference 6.) Using a noise variation of 10 log thrust the pressure rise ratio of 
0.26/0.24 would result in approximately a 0.4 dB correction that should be added to the 1000 ft/sec ALNF data for 
comparison with the Allison data. For most of the direct spectrum to spectrum comparisons of the two fans, this 
0.4 dB is not significant and is not included on the plots. It is however, included in the effective perceived noise 
comparisons that will follow. 

Some of the information from reference 6 is repeated herein for completeness. A comparison between the 7 
vane stator ALNF at 1 ,000 ft/sec tip speed and the Allison fan at 840 ft/sec is shown in figure 1 1 . Here narrow band 
spectra from 0 to 50 000 Hz with a bandwidth of 59 Hz is shown in part A at 92.5°. This spectrum was presented in 
Reference 6 as being at 90° but an error was made in the indexing process and the spectra are actually at 92.5°. For 
consistency with the previous report, the 92.5° position will be used throughout this report. These data are shown as 
taken on the 22 in. diameter model which has frequencies higher than they would be for the 6 ft diameter full scale 
fan. For example, the ALNF blade passing tone is apparent around 18 000 Hz and the tone at twice blade passing 
frequency is just visible near 36 000 Hz. On the 6 ft diameter fan these would be about 5 000 and 10 000 Hz. On this 
figure the blade passing tone for the Allison fan would be around 2 750 Hz but since it is cut-off it is not visible in 
the spectra. Tones at twice blade passing frequency, 5 500 Hz and four times blade passing frequency 1 1 000 Hz are 
clearly visible and the tone at 3 times blade passing frequency, around 8 250, can be seen above the background. 
These would be lower on the full scale fan with blade passing frequency being around 840 Hz, 2 bpf at 1680 Hz, 
3bpf at 2520 and 4bpf at 336 0Hz. 

As can be seen by looking at figure 1 1 (a), not only has the ALNF achieved its goal of being as quiet as the 
Allison fan but it appears even quieter. The tone levels of the ALNF would have a lower perceived noise rating than 
the tones of the Allison fan not only because of the frequency shift to the lower rated regions of the spectra as indi- 
cated by reference 3 but also because the levels themselves are lower. As can be seen again in figure 11(a), the blade 
passing tone sound pressure level of the ALNF is lower than that of the 2 times blade passing frequency tone of the 
Allison fan and is about the same level as the 3 times blade passing frequency tone. Therefore the perceived noise of 
the tones for the ALNF will be lower than the perceived noise of the tones for the Allison fan. 

Possibly more interesting, however, is the broadband noise reduction apparent in the spectra. The ALNF 
appears to have lower broadband noise over a frequency range from about 2 000 to 16 000 Hz. The broadband noise 
reduction would be from about 600 to 5 000 Hz for the full scale 6 ft diameter fan. This broadband reduction would 
have an even larger noise reduction effect on the perceived noise than would the lower tones. 

The magnitude of the effect of the broadband noise reduction can be better observed in l/3rd octave spectra as 
used by the perceived noise rating method. Figure 11(b) shows the l/3rd octave spectra for the 92.5° angle. When 
viewed on the l/3rd octave basis, the broadband noise reduction becomes even more evident. This broadband noise 
reduction would result in perceived noise reductions at most reasonable fan sizes. 

A l/3rd octave power level plot is shown in figure 12. This power level result, integrated over the entire data 
survey shows the significance of the broadband reduction. 
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An indication of this perceived noise reduction can be seen in figure 13. Here the Effective Perceived Noise for 
a single fan flyover at 1000 ft altitude on a standard day has been calculated for the Allison fan and the ALNF at 
scale factors ranging from 2 to 6. Here the EPNdB of the ALNF has been increased by 0.4 dB to account for the 
lower pressure ratio. The scale factor is the ratio of the full scale fan diameter to the 22 in. fan diameter. For 
example, the 6 ft diameter fan would be at a scale factor of -3.27. 

As can be seen the ALNF is significantly quieter at all of the scale factors shown. As the scale factor increases 
the two fans start to come closer together in level. This is because the frequency shift of the larger scale has 
brought the higher frequencies of the model data, where the two fans have the same levels (20 000 Hz and above, 
figure 11(b)), down into the most highly rated range of the EPNdB calculation. 

The previously reported results from reference 6, and summarized above, were for comparisons at the takeoff 
condition. A further comparison was made at the approach condition and also showed the ALNF to be quieter. Fig- 
ure 14 shows spectral comparisons at the 92.5° angle for the ALNF and the Allison fan at the approach condition. 
Here the Allison fan approach condition is taken as 50 percent speed, 500 ft/sec tip speed, with a pressure ratio of 
1.083. The ALNF data were taken from the condition closest to the Allison fan conditions. Here the ALNF data 
were taken at 6402 rpmc and a pressure ratio of 1.075. Using the same 10 log of thrust correction, the pressure rise 
ratio of 0.083/0.075 yields a correction of 0.35 dB that should be added to the ALNF data. Again this correction is 
not applied to the spectrum but it is applied to the perceived noise calculations. 

Figure 14(a) shows the narrow band data, 0 to 50 000 Hz with a bandwidth of 59 Hz for the 22 in. model fan. 
Again, as for the takeoff case, the blade passing tone of the ALNF (around 12,000 Hz) is lower in level than the 
Allison 2 BPF tone (around 5,000 Hz). As with the takeoff data the ALNF tones at approach will have a lower per- 
ceived noise contribution than the Allison tones. Figure 14(a) also shows broadband reduction as did the takeoff 
data in the 0 to 10 000 Hz range but some broadband noise increase is also shown at higher frequencies that was not 
observed in the takeoff data. 

Figure 14B shows the l/3rd octave spectra at this 92.5° angle. The large region where the ALNF is quieter, 

1 000 to 10 000 Hz, appears to more than overcome the areas where the ALNF is noisier. Figure 15 shows the over- 
all power level comparison for the two fans at approach power. Again the large area of noise reduction for ALNF 
overshadows the area of noise increase. 

The approach flyover noise at 1000 ft, standard day conditions is shown in figure 16. Calculations are shown for 
Allison fan and the ALNF at scale factors ranging from 2 to 6. (A 6 ft diameter fan would have a scale factor of 
3.27.) In figure 16, 0.35 dB has been added to the ALNF data to correct for its slightly lower pressure ratio. At the 
lower scale factors where the low frequency for the scaled ALNF reduction dominated (fig. 14), significant EPNdB 
reductions are seen for the ALNF. At a scale factor of 2 the advantage is over 10 EPNdB. As the scale factor is 
increased, the higher frequencies where the noise increases for ALNF are seen (fig. 14) become part of the EPNdB 
calculation and the noise increases start to offset some of the noise reduction. At a scale factor of 3, the ALNF is 
about 5 dB quieter and at a scale factor of 6 the reduction is only a little over 1 EPNdB. Thus a noise improvement 
is seen for all of the represented scale factors with more reduction visible at the lower scale factors. 

Comparisons of the ALNF and Allison data, shown here at takeoff and approach, show a significant EPNdB 
noise advantage for the high blade number ALNF. Some of this noise reduction is the result of the larger blade num- 
ber shifting the tones to higher frequencies where they would be weighted lower or not weighted at all by the per- 
ceived noise calculation. This was the original design intent of the fan. However, most of the EPNdB noise 
reduction results from the lower broadband levels of the ALNF. 

In reference 6, two possible explanations were advanced for the broadband noise reduction: (1) A reduced tur- 
bulence strength impacting the stator brought about by a reduction in the initially generated turbulence and an in- 
creased decay of this turbulence and (2) A shift in the turbulence to smaller length scales which results in reduced 
levels of low frequency noise. Both of these explanations can be related to the increased number of rotor blades. 

The reduced turbulence strength explanation centers on the fact that the pressure rise of the ALNF is spread 
over 106 short chord rotor blades while the Allison fan has the pressure rise provided by 18 larger chord blades. This 
provides lower loading per blade for the ALNF with less losses per blade. The result would then be smaller initial 
wake defects and lower initial turbulence for the ALNF. In addition, since the wake/turbulence decays with the dis- 
tance downstream measured in rotor chords, the ALNF with its smaller rotor chord would have more decay resulting 
in even lower turbulence levels striking the stator. 

The reduced length scale mechanism comes from the increased number of rotor blades giving a smaller gap 
between blades. These smaller gaps do not permit as many of the large scale turbulence eddies to be generated. This 
can result in the reduction in the low frequency noise that these large scale eddies generate. Looking at this in 
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another manner for a Liepmann type of turbulence spectra, the integral length scale for the ALNF would be much 
lower than that for the Allison fan. Hanson and Horan, reference 7, have indicated that at low frequencies these 
small length scales generate less noise. In figure 10 of reference 7, done for a 12 ft diameter fan (scale factor of 6.5), 
significant noise reductions were observed at the low frequencies with smaller length scales. At higher frequencies, 
the smaller length scales generate extra noise. This behavior is similar to the ALNF- Allison data comparison at 
approach (fig. 14). The similarity of the data and theory may indicate that the length scale mechanism is the explana- 
tion for the ALNF noise reduction at approach. In summary, the ALNF shows significant EPNdB noise advantages 
primarily from the broadband noise reduction brought about by the increased number of rotor blades. 

The 106 bladed ALNF is a research fan designed to push the technology level and as such it would probably not 
be a practical device with present materials technology. However, a fan with about 50 blades could be a practical 
device. In reference 6, estimates of the noise of a low tip speed fan with 50 blades, done both with the reduced tur- 
bulence level method and the reduced length scale method, were compared with that of an 18 bladed low tip speed 
fan. A noise reduction of the order of 2 to 3 EPNdB was estimated at the takeoff condition. 

Using the same noise ratios for the 50 bladed fan versus an 18 bladed fan as was done in reference 6, the 
approach noise would be 3 to 4 PNdB quieter for the 50 bladed fan for a fan with a scale factor of 3.0. (More reduc- 
tion would occur at lower scale factors and less at higher ones.) These results reinforce the conclusion of reference 6 
that a significant noise reduction would be possible for a high blade number low tip speed fan. 


Variation With Speed 

The noise variation with speed of the ALNF in the hard wall configuration with 7 stators is shown in figures 17 
to 21. Figure 17 shows a series of narrow band spectra taken at the 92.5° angle. The narrow band spectra for the 
different speed are shown two at a time so they can be more easily compared. Figure 17(a) shows the 6402 rpmc 
(600ft/sec tip speed) and the 7736 rpmc (725 ft/sec) data points. Increases in both the tone and broadband noise are 
seen here as the speed is increased. Figure 17(b) repeats the 7736 rpm (725 ft/sec) spectrum and adds the 8537 rpmc 
(800 ft/sec) spectra. In this figure the presence of some multiple pure tones (MPTs) is observed. This is very low in 
tip speed for shock induced multiple pure tones to be appearing and these MPTs may be the result of blade to blade 
spacing differences. Mismatch between blade spacing is entirely possible and indeed likely with this many rotor 
blades in this scale model fan. In figure 17(b), the broadband noise is seen to increase with speed but the blade pass- 
ing tone and its harmonics are lower at the 8537 rpm point than at the 7736 point. This may be do in part to the 
transfer of energy from these tones to the MPTs. Figure 17(c), 9604 rpmc and 8537 rpmc follows the same trend 

On figure 17(d) a large increase in multiple pure tone noise is seen in going from 9604 rpmc (900 ft/sec) to 
10137 rpmc (950 ft/sec). This is most likely the result of the shock induced multiple pure tone mechanism being 
seen in the 10137 rpmc data. At the highest speed tested, 10671 rpmc (lOOft/sec), figure 17(e), the blade passing 
tone is seen to increase again. 

Figure 18 shows the l/3rd octave data for the 92.5° angle. Here the trends are the same as seen in the 
narrow band data. In particular, the increase in MPT activity from 9604 to 10147 rpmc is shown most clearly in 
figure 18(d). 

Figure 19 shows the l/3rd octave variation of the sound power at the different speeds. Here again in 
figure 19(d) the significant increase in multiple pure tone noise is observed in going from 9604 to 10137 rpmc. As 
mentioned previously, this is probably the region where the shock induced multiple pure tones are being observed. 

Effective perceived noise levels were calculated for the various speed conditions and are plotted in figure 20. 
These EPNdB values are for the 1000 ft flyover of one fan on a standard day. As can be seen the EPNdB level 
increases as the tip speed is increased for all of the scale factors. 

A typical variation of the EPNdB with speed is seen in figure 21 for the scale factor of 3.0. Here the EPNdB is 
plotted versus the corrected fan rpm (rpmc). The noise is seen to increase slowly as the speed is increased from 6402 
to 7736 rpmc and then to 8537 rpmc. As the speed is increased further to 9604, 10137, and 10671 rpmc, the noise 
increase with speed becomes larger, thus creating a parabolic shaped curve. This corresponds to the increase in the 
multiple pure tone noise which is in the rated frequency range. 
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7 Vane Data Comparison With 70 Vane Data 

As mentioned previously, a 70 vane stator was also tested to determine the noise reduction effect of the low 
number of long chord stator vanes (7 vane case). Figure 22 shows the data comparison between the 7 and 70 vane 
data at two angles for two fan speeds. 

Figures 22(a) and (b) show the data comparisons at a subsonic tip speed, 8537 rpmc (800 ft/sec tip speed) where 
no shock induced MPTs should be present and the rotor alone blade passing tone should not propagate. Part A is for 
the 24.5° angle and part B is for the 130.5° angle. These are the same two data plots shown in reference 6. In refer- 
ence 6, the 130.5° angle data was, because of an indexing error mentioned previously, mislabeled as 128°. Signifi- 
cant reductions in the blade passing tone are observed in going from 70 to 7 vanes. 

Previous work has been done on the effect of stator vane number on the broadband noise generated by rotor 
wake turbulence — stator interaction noise (ref. 8). This work indicated that the noise was reduced with lower stator 
vane numbers, varying approximately as 10 times the log of the ratio of the stator number. Therefore it would be 
expected that in going from 70 to 7 vanes that the broadband noise would be reduced about 10 dB. In the front, 

24.5°, there is no effect of the vane number on the broadband noise and there is only a small 3 dB or so effect seen 
in the rear, 130.5°. In both cases much less than the expected 10 dB. A probable explanation for this lack of broad- 
band noise reduction is that the rotor wake turbulence-stator noise mechanism is no longer dominant for the broad- 
band noise of the ALNF as a result of the large number of rotor blades. As indicated previously the rotor wake of 
the 106 bladed fan is lower in initial magnitude, decays more rapidly in a fixed axial distance and has a smaller tur- 
bulence length scale. As a result the strength of the rotor wake turbulence-stator noise mechanism is reduced and 
another noise mechanism becomes dominant. 

In the 70 blade data at the 1 30.5° angle some MPT noise is seen with a significant spike at one half blade pass- 
ing frequency. This is probably the result of the rotor blades having more blade to blade variations in the 70 vane 
data because of mid span damper wear. This situation will be discussed more fully in the following high speed data 
discussion. 

Figures 22(c) and (d) show the data at 10671 rpmc, 1000 ft/sec tip speed, for the 24.5 and 130.5 angles respec- 
tively. As can be seen here again there is little broadband noise reduction indicating that some source other than 
rotor wake turbulence — stator interaction is the dominant broadband mechanism. Of particular interest in this data is 
the strong tone at one half blade passing frequency for the 70 vane data. At the 130.5° position this tone is signifi- 
cantly louder than the blade passing tone. In figure 22(d), 130.5°, the 7 vane data exhibits multiple pure tone activity 
mostly in the 3000 to 4000 Hz range. The 70 vane data has most of its MPT activity at one half blade passing fre- 
quency. An explanation for this difference may be found in the construction of the rotor. Figure 6(b) shows the con- 
struction of the rotor hub. In order to fit the 106 blades into the hub, every other blade has a longer stem. In other 
works, two types of blades were installed in the hub, ones with short stems and ones with long stems. As can be seen 
in figure 6(a), the blades are “locked” together with mid span dampers (part span shroud). At the beginning of the 
program, during the 7 vane testing, these mid span dampers fit very tightly and effectively locked the blades to- 
gether even with the fan at rest. As the testing program continued some wear was observed on these part span damp- 
ers, particularly after the high speed , high stress points taken at speeds above 1000 ft/sec tip speed. During the 
70 vane testing the wheel was much looser with the ability for more blade to blade movement because of the worn 
dampers. A probable explanation for the tone at one half blade passing frequency is that the long and short stem 
blades are twisting differently resulting in blade to blade angle changes. This would result in a wheel with a 53 cell 
pattern. This then could explain the 70 vane data having its MPT activity centered around one half blade passing 
frequency. 

This change in the structure of the MPT noise may point to a possible noise reduction technique. It may be pos- 
sible to design a fan to generate its multiple pure tone noise at one specific frequency, like one half blade passing 
frequency, which could then be more effectively removed by acoustic treatment. The acoustic treatment could be 
tuned to be most effective in removing the tone at this frequency and the net result would be a quieter fan/ acoustic 
treatment system. 

The l/3rd octave data for two speeds, 800 and 1000 ft/sec, at two angles 24.5° and 130.5° are shown in 
figure 23. Parts A and B are 24.5° and 130.5° for 800 ft/sec tip speed and parts C and D are 24.5° and 130.5° for 
1000 ft/sec tip speed. These figures support the same general conclusions as drawn from the narrow band data, spe- 
cifically that little change in broadband noise was observed in going from 70 to 7 vanes. This further indicates that 
some source other than rotor wake turbulence — stator interaction is the primary broadband noise source for the 
ALNF. 
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The sound power level for the 7 and 70 vane configurations at 800 ft/sec tip speed and 1000 ft/sec are shown in 
figure 24. Figure 24(a) shows the low speed 800 ft/sec case and on an overall power basis does show a few decibel 
broadband noise reduction when going from 70 to 7 vanes at 1 000 Hz and above but much less than the expected 
10 dB. At the higher speed, 1000 ft/sec for figure 24(b), some broadband reduction is observed but again much less 
than expected. The difference in multiple pure tone activity is very evident in figure 24(b). The 7 vane case has its 
MPTs in a broad range from 3 000 to 4 000 Hz while the 70 vane configuration has a strong spike at one half blade 
passing frequency, in the 10 000 Hz band. 

Sound power levels were obtained for the front and aft quadrants to further investigate the small amount of 
broadband reductions observed. Ninety degrees was arbitrarily chosen for the split between front and aft power. 
Figures 25(a) and (b) are for the front and aft powers at 800 ft/sec and figures 25(c) and (d) are for the front and aft 
powers for the 1000 ft/sec tip speed case. For both of the front power comparisons figures 25(a) and (c), very little 
broadband noise difference exists between the 7 and 70 vane cases. This indicates that in the front some source other 
than the rotor wake turbulence-stator mechanism is controlling the broadband noise for both the 70 and 7 vane cases. 
In the aft, figures 25(b) and (d), some broadband noise reduction is seen but much less than the 10 dB expected. This 
indicates that although some reduction in rotor wake turbulence-stator noise is observed, a noise floor is reached 
such that the 7 vane data broadband noise is not controlled by rotor wake turbulence- stator interaction. This floor 
level is then caused by some other source. The fact that almost no reduction occurs in the front indicates that the 
controlling broadband noise source is probably related to an interaction involving the rotor. The interaction of the 
wall boundary layer with the rotor or the interaction of incoming turbulence with the rotor are two possibilities for 
the controlling broadband noise mechanism for the ALNF. 


Acoustic Treatment Results 

7 Vane-Hard Versus Fully Treated . — The ALNF was tested in both a hard configuration and an acoustically 
treated configuration. As shown in figure 2, acoustic treatment was present on the outer flow path surface for the fan 
inlet and on both inner and outer flow path surfaces for areas downstream of the rotor. This section compares the 
noise data for the 7 vane hard configuration and the 7 vane fully treated configuration. 

As indicated in figure 9, the fully treated configuration had lower flow rates and higher pressure ratio than the 
hard configuration at the same tip speed. The higher losses, which give the higher pressure ratios and lower flows of 
the treated case, would tend to result in the fan generating more noise. So, while the acoustic treatment would be 
removing noise, the fan could be generating more noise to begin with. Therefore comparisons between hard and 
treated cases are subject to question because the fan source noise has changed between the two configurations. The 
exact amount of treatment attenuation is then not available from these comparisons but the comparisons are per- 
formed because they give qualitative results for the treatment performance. 

Spectra comparing the hard and fully treated 7 vane configurations are found in figures 26 to 31 . Figures 26 and 
27 are for the 6402 rpmc, 600 ft/sec tip speed data point, figures 28 and 29 for the 8537 rpmc, 800 ft/sec, and fig- 
ures 30 and 31 for the 10671 rpmc, 1000 ft /sec, data point. Each of the figures has part A for the 24.5° angle, B for 
the 92.5° angle and C for the 130.5° angle. Narrow band spectra are found if figures 26, 28 and 30 with the corre- 
sponding l/3rd octave data in figures 27, 29 and 31. 

In general, the spectral data show little attenuation at the 24.5° angle. In fact, at the lower speeds 6402 rpmc 
(fig. 26(a)) and 8537 rpmc (fig. 28(a)), small noise increases are seen with the treated configurations. It should be 
noted that not much attenuation would be expected at this far forward an inlet angle and therefore the noise increase 
may be indicative of the additional fan noise present at the treated configuration operating conditions. As more aft 
angles are investigated, 92.5 and 130.5°, the treatment does show attenuation at all speeds. As the speed is increased, 
more attenuation is observed until sizable attenuations are observed at the aft angles of the 10671 rpmc, 1000 ft/sec 
tip speed case (figs. 30(c) and 31(c)). Of particular note is the large frequency range over which attenuation is 
observed. Again looking at the l/3rd octave data of figure 31(c), noise attenuations are observed all the way from 
1 000 to 100 000 Hz. This range of attenuation is a real tribute to the broadband nature of this bulk absorber design. 

Sound power levels for the six speeds tested are found in figure 32 starting with the lowest speed, 6402 rpmc 
(600 ft/sec tip speed) in part A and going up to 10671 rpmc (1000 ft/sec) in part F. As can be seen in this figure, 
only small amounts of attenuation are seen at low speed with ever increasing attenuations as the speed is increased. 
The most attenuation occurs at 10137 rpmc (950 ft/sec tip speed) and at 10671 rpmc (1000 ft/sec) where large 
attenuations of the multiple pure tones are observed. As has been noted in the past, multiple pure tone noise is par- 
ticularly attenuable by treatment and this data continues to show that trend, (see, for example, ref. 9) 
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Front and aft PWLs are shown in figures 33 and 34 respectively. For the front power (90° and forward) at the 
lower speeds, 6402 and 7736 rpmc, the noise increases with the fully treated configuration. Again this is possibly the 
result of a change in the fan noise generation since the fan had a different operating point. As the speed is increased, 
the treatment starts to show attenuation particularly in the MPT frequency range below blade passing tone until siz- 
able attenuations are observed at 10671 rpmc. The aft PWLs, figure 34, show attenuations at all speeds with the 
amount of the attenuation increasing as the speed is increased. 

The difference between the hard and fully treated power levels is shown in figure 35 with the lowest speed, 

6402 rpmc, being part A and proceeding till part F which is the highest speed, 10671 rpmc. The level of attenuation 
is of the order of 3 dB at the lower speeds and increases with increasing speed until as much as 17 dB is seen around 
4000 Hz at the 10671 rpmc (1000 ft/sec tip speed) condition. Again, looking at figure 35(f), the large frequency 
range of attenuation, from 2 000 to 100 000 Hz is a real tribute to the bulk absorber design. 

Figures 36 and 37 show the delta PWLs for the front and rear power levels respectively. In the front, figure 36, 
at low speeds, the extra noise from the fully treated configuration is seen as negative attenuations. As the speed is 
increased, the inlet attenuations become larger so that at the higher speeds the front power deltas show a positive 
noise reduction for the treated configuration. In the aft, figure 37, attenuations are seen for all of the speeds with 
more attenuation at the higher speeds than at the lower speeds. By comparing the inlet and aft power level deltas it is 
seen that more noise is removed from the aft quadrant than from the front quadrant. This is particularly true at the 
higher frequencies, 10 000 Hz and above. The additional attenuation in the aft is as expected because of the addi- 
tional treatment in the exhaust duct as compared with that in the inlet. 


Effect Of Treatment Between Stators 

A partially treated configuration was tested with the long chord stators. Here the acoustic treatment between the 
long chord stators was made acoustically hard by filling with an epoxy resin. This experiment was done to determine 
if acoustic material within the noise source region would be more effective at removing noise. 

Figures 38 to 43 show spectral comparisons between the fully treated and partially treated configurations at the 
three speeds of 6402 rpmc (600 ft/sec tip speed), 8537 rpmc (800 ft/sec) and 10671 rpmc (1000 ft/sec). These com- 
parisons suffer from the same problem as did the hard versus fully treated comparisons in that the fan operating line 
is not the same for the two cases. Figure 9 shows the operating line for the fully treated and partially treated cases. 
These two operating lines are closer together than the hard and fully treated line but some differences still exist that 
can obscure the acoustic results. 

The spectral comparisons of figures 38 to 43 show that the acoustic material between the stators is removing a 
significant amount of noise toward the aft angles. Noise reductions are seen at the tones and over a broad bandwidth. 
More attenuation is seen in the aft and more attenuation is present at the higher speeds as was observed for the fully 
treated cases. 

Figure 44 shows the power level comparisons at the six speeds of 6402, 7736, 8537, 9604, 10137 and 
10671 rpmc. Again the power level comparisons show increased differences between the fully treated and the par- 
tially treated configurations as the speed is increased. 

Figures 45 and 46 show the front and aft powers. In the front only small differences are seen between the fully 
treated and partially treated cases while in the aft significant amounts of attenuation are observed for the treatment 
between the stators. 

The delta PWL values are seen in figure 47. Positive differences in PWL correspond to increased attenuation 
with full acoustic treatment. As mentioned before the total attenuation and the difference between the fully and par- 
tially treated cases increases with speed. The front and aft delta PWLs are shown if figures 48 and 49. Differences of 
less than 2 dB exist in the front PWL between the fully treated and partially treated configurations. In the aft, how- 
ever, the differences are larger with the treatment between the stators showing 4 to 5 dB of increased attenuation 
around the blade passing tone. 

When this experiment was conducted, it was believed that rotor wake turbulence-stator interaction would be the 
primary source of broadband noise. In that case, the material between the stators might be more effective at broad- 
band noise suppression because it was within the noise source region. However, as mentioned earlier in the report as 
a result of reduced rotor wake strength and smaller turbulence length scale, there is strong indication that the rotor 
wake turbulence-stator interaction mechanism is not the primary broadband noise source for the 7 vane stator con- 
figuration and that a rotor related source is probably dominant. In this case, the material between the stators would 
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be expected to be no more effective than any other treatment downstream of the rotor in reducing the aft broadband 
noise. 

Table IV shows the approximate surface areas of the treatment in the 7 vane configuration. In the aft, the treat- 
ment between the stators, is -37 percent of the total treatment downstream of the rotor. Since the passage height is 
approximately the same for all of the treatment downstream of the rotor, the attenuation of each section should be 
roughly proportional to the treated area. Then 37 percent of the downstream attenuation should come from the treat- 
ment between the stators. To check this a number of aft PWL points were checked at a frequency that should be 
controlled by broadband noise. The total aft PWL attenuations were taken from figure 37 and the attenuations from 
the treatment between the stators from figure 49. Table V contains attenuation comparisons, one at each speed for 
the 25 000 Hz l/3rd octave band. The percentage attenuation from the treatment between the stators varies from 
40 percent at 6402 rpmc to 56 percent at 10671 rpmc with an average around 50 percent. This is only slightly more 
than the 37 percent that this material should be removing. This indicates for the broadband noise that the material 
between the stators is behaving a little better but not much different than the other lining material downstream of the 
rotor. 

As mentioned previously in the report, that although the broadband noise was not controlled by rotor wake- 
stator interaction, the blade passing tone did appear to be controlled by rotor wake-stator interaction. Therefore the 
material between the stators, being within the noise generation region, may have a proportionally greater effect on 
the blade passing tone. If the leading edge of the stator is taken as the reference point, the acoustic treatment 
between the stators represents 44 percent of the material downstream of this point. Table VI compares the l/3rd 
octave band aft powers for the bands that contain the blade passing tone at the various speeds tested. Here it is seen 
that the percentage of the total noise that is removed by the material between the stators is much higher for the 
blade passing frequency than for the broadband noise. The percentage goes as high as 75 percent at the 10671 rpmc 
case with the average being 65 percent. These high values indicate that the material between the stators may be 
more effective than the other treatment material. This material may be more effective because its proximity to the 
source may allow more noise to be incident onto the acoustic treatment than would occur for downstream treatment 
sections. 

Although the data does not prove the point conclusively, it does indicate that acoustic treatment within the 
noise source region, the BPF case, does act more effectively than treatment away from the source. It is also seen that 
this same treatment material between the stators acts approximately the same as the other materials in the duct when 
it is not within the noise source region, the broadband case. 


70 Vane-Hard Versus Fully Treated 

The ALNF was tested with the 70 vane stator set in both a hard and acoustically treated configuration. As 
shown in figure 2, acoustic treatment was present on the outer flow path surface for the fan inlet and on both the 
inner and outer flow path surfaces for areas downstream of the rotor. This section compares the noise data for the 
70 vane hard configuration and the 70 vane fully treated configuration. 

As indicated in figure 9, the fully treated 70 vane configuration had lower flow rates and higher pressure ratios 
than the hard configuration at the same tip speed The difference between the hard and treated operating lines is not 
as great as that which existed for the 7 vane configurations but the difference is still significant. The higher losses 
which give the higher pressure ratios and lower weight flows of the treated case would tend to result in the fan gen- 
erating more noise. So, while the acoustic treatment would be removing noise, the fan could be generating more 
noise to begin with. Therefore comparisons between hard and treated cases are subject to question because the fan 
source has changed between the two configurations. The exact amount of treatment attenuation is then not available 
from these comparisons but the comparisons are performed here because they give qualitative results for the treat- 
ment performance. 

Spectra comparing the hard and fully treated 70 vane configurations are found in figures 50 to 55. Figures 50 
and 5 1 are for the 6402 rpmc, 600ft/sec tip speed data point, figures 52 and 53 for the 8537 rpmc, 800 ft/sec, and 
figures 54 and 55 for the 10671 rpmc, 1000 ft/sec, data point. Each of the figures has part A for the 24.5° angle, B 
for the 92.5° angle and part C for the 130.5° angle. Narrow band spectra are found in figures 50, 52 and 54 with the 
corresponding l/3rd octave data in figures 51, 53 and 55. 

In general, the spectral data show little attenuation at the 24.5° angle. In fact some regions of noise increase are 
seen at this far forward angle (figs. 50(a), 52(a) and 54(a)). It should be noted that not much attenuation would be 
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expected at this far forward an inlet angle but the noise increase may be indicative of the additional fan noise present 
at the treated operating condition. As the more aft angles are investigated, 92.5 and 130.5°, the treatment does show 
attenuation at all speeds. Significant attenuation is observed at the high speed, 10671 rpmc, condition and the MPT 
tone at 1/2 blade passing frequency is particularly attenuated (figs. 54(c) and 55(c)). As mentioned previously, tai- 
loring the MPTs to occur at one particular frequency, here at one half blade passing frequency, could be used as a 
noise reduction technique. The high attenuation possible at for a specific frequency could be combined with the 
MPTs at one frequency to provide a very effective fan/acoustic treatment system. 

Again as with the 7 vane data, the large frequency range over which attenuation is observed is of particular 
note. Looking at the l/3rd octave data of figure 55(c), noise attenuations are observed all the way from 1 000 to 
100 000 Hz. This large frequency range of attenuation is a real tribute to the broadband nature of this bulk absorber 
design. 

Sound power levels for the six speeds are found in figure 56 starting with the lowest speed, 6402 rpmc 
(600 ft/sec tip speed) in part A and going up to 1 067 1 rpmc ( 1000 ft/sec tip speed) in part F. Significant attenuations 
are seen at all speeds with the most attenuations being seen at the 10137 and 10671 rpmc data points. These large 
attenuations at these higher speeds seem centered around the removal of the multiple pure tone noise. As has been 
noted in the past, multiple pure tone noise is particularly attenuable by treatment and this data continues the trend. 

Front and aft PWLs are shown in figures 57 and 58 respectively. At the lower speeds, 6402, 7736, and 
8537 rpmc, the attenuations in the front power are small. At the higher speeds some significant attenuation is seen 
particularly in the MPT region of the spectra. The aft PWLs, figure 58, show attenuations at all speeds. Large attenu- 
ations are seen at the higher speeds in the MPT regions of the spectra. 

The difference between the hard and fully treated power levels is seen in figure 59 with the lowest speed, 

6402 rpmc, being part A and the highest speed, 1067 1 rpmc, being part F. Significant attenuations are seen at all 
speeds with as much as 16 dB being seen at the blade passing frequency at 10137 rpmc (fig. 59(e)). Again the fre- 
quency range of the attenuation is of particular note. 

Figures 60 and 61 show the delta PWLs for the front and rear power levels respectively. At the lower speeds in 
the front, 6402 to 8537 rpmc, figures 60(a) to (c), the peak attenuation is of the order of 5 dB at the lower frequen- 
cies with some regions of noise increase at the higher frequencies. At the higher speeds, 10137 and 10671 rpmc, 
figures 60(e) and (f), the peak attenuation is over 10 dB in the region of the blade passing tone with little or no re- 
gions of noise addition. In the aft, figure 61 , the noise attenuations are greater than in the front with peak attenua- 
tions at all angles being over 10 dB and with no regions of noise addition. This additional attenuation in the aft is as 
expected because of the additional treatment in the aft as opposed to the inlet. 


CONCLUDING REMARKS 

A 106 bladed fan with a design takeoff tip speed of 1 100 ft/sec was hypothesized as reducing perceived noise 
because of the shift of the blade passing tone harmonics to frequencies beyond the perceived noise rating range. A 
22 in. model of this alternative low noise fan, ALNF, was tested in the NASA Glenn acoustically treated 9x15 tun- 
nel to confirm this hypothesis. The ALNF was tested with both a 7 vane long chord stator assembly to reduce inter- 
action noise and a 70 vane conventional stator assembly. Both the 7 and 70 vane configurations were tested in hard 
and acoustically treated configurations. The 7 vane configuration was also tested in a partially treated configuration 
where the acoustic treatment between the 7 stator vanes was made hard to evaluate the relative effectiveness of this 
treatment that was presumably in the noise source generation region. 

The noise data from the 106 bladed fan with the 7 vane long stator in an acoustically hard version, no acoustic 
treatment, was compared with the noise of a low tip speed fan previously designed by Allison and tested in the same 
9x15 wind tunnel. The 106 bladed fan at 1000 ft/sec tip speed was shown to be around 4 EPNdB quieter than the 
Allison fan at 840 ft/sec for the takeoff condition and 5 EPNdB quieter at approach (600 ft/sec ALNF, 500 ft/sec 
Allison) for a 1000 ft flyover of an ~6 ft diameter fan on a standard day. EPNdb reductions were obtained from the 
tone noise reduction and frequency shift as expected from the design but the majority of the noise reduction came 
from reduced broadband noise of the ALNF. This broadband reduction was related to the large number of ALNF 
rotor blades. The large number of rotor blades resulted in smaller initial wakes which decayed more rapidly in a 
fixed distance and had smaller turbulence length scales. 

The 106 bladed ALNF is a research fan designed to push the technology and as such it probably is not a practi- 
cal device with present materials technology. However, a low tip speed fan with 50 blades could be a practical 
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device. Estimates of the noise of a low tip speed fan indicate that it would have a 2 to 3 EPNdB advantage at takeoff 
and 3 to 4 EPNdB advantage at approach speed over the Allison fan in a low tip speed device about 6 ft in diameter. 

Tone noise reductions were observed in the hard wall data when the 70 vane stator was changed to the 7 vane 
stator. These reductions were expected with the lower number of long chord stators reducing the rotor wake stator 
interaction noise. However, the expected level of reduction in broadband noise was not observed, indicating that 
some source other than rotor wake turbulence-stator interaction is the primary broadband noise source. The low 
level of rotor wake turbulence-stator interaction noise is attributed to the large number of rotor blades reducing both 
the magnitude and scale of the wake turbulence. 

The structure of the MPTs at higher speeds changed considerably as the fan dampers started to wear. The MPTs 
became strongly centered at one half blade passing frequency because the design of the blade stems allowed every 
other blade to find a different operating position when the dampers were no longer keeping the blades in fixed posi- 
tions. With every other blade looking differently, the MPTs came out primarily at one half blade passing frequency. 
This occurrence points to a possible noise reduction technique. A net noise reduction could be achieved for a high 
tip speed fan by designing blade to blade differences so that the MPTs would be generated at a specific frequency, 
like the one half blade passing frequency observed herein, and designing acoustic treatment to remove that fre- 
quency. Acoustic treatment is specifically effective when it can be designed for a small frequency range. Therefore a 
design combining the MPTs at one frequency and acoustic treatment tailored specifically to remove that frequency 
could result in higher noise reductions from the fan/acoustic treatment system. 

The Alternative Low Noise Fan results with acoustic treatment were somewhat obscured because the fan per- 
formed on a different operating line with the acoustic treatment. This different line was expected to give more fan 
noise with the treatment operating line than without the treatment possibly yielding less measured attenuation than 
the treatment actually provided. Even with these different operating lines, the fully treated cases, 7 and 70 vane com- 
parisons, showed significant noise reduction over a very large frequency range. These large amounts of attenuation 
over such a large frequency range are a real tribute to this bulk absorber treatment design. 

Data from the partially treated configuration, acoustic treatment material between the stator vanes made hard, 
was compared with the full treatment data and the effect of the material between the stators was measured. The 
intent here was to see if acoustic material within the region where noise was generated would be more effective than 
material outside this region. The broadband data showed the lining material between the stators to be about as effec- 
tive as the other acoustic material downstream of the rotor. Since the previous 7 versus 70 vane data indicated that 
the broadband noise was probably controlled by an interaction on the rotor, all of the treatment material, including 
that between the stators was outside of the broadband noise generation region and would be expected to behave 
similarly. The blade passing tone noise, however, was believed to be controlled by rotor wake-stator interaction 
noise and the treatment material between the stators would be in the tone source generation region. The blade pass- 
ing tone data appeared to show the acoustic material between the stators as being more effective than material out- 
side of the noise generation area. This is possibly because more of the noise is incident on the acoustic material 
close to the source than on material downstream. This result would indicate that acoustic treatment is more effective 
if placed within the source generation region. 
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TABLE L— ALTERNATIVE LOW NOISE FAN MODEL 


Fan diameter 22 in. 

Takeoff pressure ratio 1-3 

Takeoff tip speed 1100 ft/sec 

Rotor blade number 106 

Stator vane number 14 long chord 

70 short chord 

Nacelle configurations hardwall 


acoustic treatment 


TABLE II — TEST CONFIGURATIONS 

7 long chord stator vanes, acoustically treated nacelle 
7 long chord stator vanes, acoustically treated nacelle except 
the treatment between the stators has been made hard 
7 long chord stator vanes, hard wall nacelle 
70 short chord stator vanes, acoustically treated nacelle 
70 short chord stator vanes, hard wall nacelle 


TABLE m.— TEST CONDITIONS 


Corrected, 

rpm 

Tip speed, 
ft/sec 

6402 

600 

7736 

725 

8537 

800 

9604 

900 

10137 

950 

10671 

1000 
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TABLE V.— BROADBAND TREATMENT ATTENUATIONS 


Corrected 

Frequency band 

Full treatment 

Treatment between 

Percentage of attenuation 

revolutions/minute 

containing 

attenuation 

stators attenuation 

from treatment between 


broadband noise 



stators 

10671 

25 000 

8.0 

4.5 

56 1 

10137 

25 000 

7.0 

3.75 

54 

9604 

25 000 

9.0 

4.75 

53 

8537 

25 000 

7.5 

3.75 

50 

7736 

25 000 

7.5 

3.5 

47 

6402 

25 000 

7.5 

3.0 

40 


TABLE VI — BLADE PASSING TONE ATTENUATIONS 


Corrected 

revolutions/minute 

Frequency band 
containing 
broadband noise 

Full treatment 
attenuation 

Treatment between 
stators attenuation 

Percentage of 
attenuation from 
treatment between 
stators 

10671 


7.0 

5.25 

75 

10137 


6.0 

4.25 

71 

9604 

1 

6.5 

4.75 

73 

8537 

1 

7.0 

4.75 

68 

7736 

1 

5.25 

3.0 

57 

6402 


7.0 

3.0 

43 
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FIGURE 1 FAN SPECTRA A. BASELINE FAN 
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FIGURE 1 CONTINUED B. CONVENTIONAL FAN 
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FIGURE 1 CONCLUDED C. ALTERNATIVE LOW NOISE FAN 
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FIGURE 2 ALTERNATIVE LOW NOISE FAN 









FIGURE 3. ACOUSTIC TREATMENT 
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FIGURE 3. CONCLUDED 

B. MANUFACTURED 
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FIGURE 4 ALTERNATIVE LOW NOISE FAN IN WIND TUNNEL 
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FIGURE 6. 106 BLADED FAN ROTOR 




FIGURE 6 CONTINUED 
B. SECTOR OF WHEEL 
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FIGURE 7. 14 VANE STATOR ASSEMBLY 
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FIGURE 8. 70 VANE STATOR ASSEMBLY 



FIGURE 9 FAN OPERATING LINES 
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FIGURE 10. 7 VANE STATOR ASSEMBLY 



FREQUENCY, KHZ 


FIGURE 11 COMPARISON WITH ALLISON FAN 

NOMINAL TAKEOFF, ALLISON 840 FT/SEC, ALNF 1000 FT/SEC 
A NARROWBAND DATA AT 92.5 DEGREES EMITTED ANGLE 
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SOUND PRESSURE LEVEL, dB 



FREQUENCY, HZ 


FIGURE 1 1 COMPARISON WITH ALLISON FAN 

NOMINAL TAKEOFF, ALLISON 840 FT/SEC, ALNF 1000 FT/SEC 
B 1/3RD OCTAVE DATA AT 92.5 DEGREES EMITTED ANGLE 
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SOUND POWER LEVEL, dB 



FREQUENCY, HZ 

FIGURE 12 SOUND POWER LEVEL COMPARISON 
WITH ALLISON FAN 


NOMINAL TAKEOFF, ALLISON 840FT/SEC, ALNF 1000FT/SEC 
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FIGURE 13 FLYOVER NOISE AT 1000 FT, STANDARD DAY 
TAKEOFF CONDITION 



FULL SCALE ENGINE DIAMETER, FT. 
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FIGURE 14 COMPARISON WITH ALLISON FAN 
NOMINAL APPROACH, ALLISON 500 FT/SEC, ALNF 600FT/SEC 

A. NARROWBAND DATA AT 92.5 DEGREES EMITTED ANGLE 


NASA/TM— 2000-209916 


35 




PRESSURE LEVEL, dB 
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FIGURE 14 COMPARISON WITH ALLISON FAN 

NOMINAL APPROACH, ALLISON 500 FT/SEC, ALNF 600 FT/SEC 

B. 1/3RD OCTAVE DATA AT 92.5 DEGREES EMITTED ANGLE 
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SOUND POWER LEVEL, dB 
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FIGURE 15 SOUND POWER LEVEL COMPARISON 
WITH ALLISON FAN 


NOMINAL APPROACH ALLISON 500 FT/SEC, ALNF 600 FT/SEC 
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FULL SCALE ENGINE DIAMETER, FT 








SOUND PRESSURE LEVEL, dB 



FREQUENCY, KHZ 

FIGURE 17 CONTINUED 

B. 8537 RPMC, 7736 RPMC 
92.5 DEGREES EMITTED ANGLE 
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FIGURE 17 CONTINUED 

C. 9604 RPMC, 8537 RPMC 

92.5 DEGREES EMITTED ANGLE 
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PRESSURE LEVEL, dB 
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FIGURE 17 CONTINUED 

D. 10137 RPMC, 9604 RPMC 

92.5 DEGREES EMITTED ANGLE 


NASA/TM— 2000-2099 1 6 


42 



PRESSURE LEVEL, dB 



FIGURE 17 CONCLUDED 
E. 10671 RPMC, 10137 RPMC 
92.5 DEGREES EMITTED ANGLE 
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FIGURE 18 COMPARISON OF SOUND PRESSURE LEVEL 
AT DIFFERENT SPEEDS 

A. 7736 RPMC, 6402 RPMC 

92.5 DEGREES EMITTED ANGLE 
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FIGURE 18 CONTINUED 

B. 8537 RPMC, 7736 RPMC 
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SOUND PRESSURE LEVEL, dB 



FIGURE 18 CONTINUED 

C. 9604 RPMC, 8537 RPMC 
92.5 DEGREES EMITTED ANGLE 
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SOUND PRESSURE LEVEL, dB 
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SOUND POWER LEVEL, dB 



FREQUENCY, HZ 


FIGURE 19 COMPARISON OF SOUND POWER LEVEL 
AT DIFFERENT SPEEDS 

A. 7736 RPMC, 6402 RPMC 
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SOUND POWER LEVEL, dB 



FREQUENCY, HZ 

FIGURE 19 CONTINUED 

B. 8537 RPMC, 7736 RPMC 
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SOUND POWER LEVEL, dB 






SOUND POWER LEVEL, dB 



figure 19 continued 

D. 10137 RPMC, 9604 RPMC 
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SOUND POWER LEVEL, dB 

105 110 115 120 125 130 135 


f 

rH 



FREQUENCY, HZ 

FIGURE 19 CONCLUDED 


E. 10671 RPMC, 10137 RPMC 


NAS A/TM— 2000-2099 1 6 


53 




FIGURE 20 FLYOVER NOISE AT 1000 FT, STANDARD DAY 
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FULL SCALE ENGINE DIAMETER, FT 







SOUND PRESSURE LEVEL, dB 



FREQUENCY, KHZ 

FIGURE 22 COMPARISON OF 7 VANE AND 70 VANE DATA 
A 8537 RPMC, 24.5 DEGREES 
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FREQUENCY, KHZ 


FIGURE 22 CONTINUED 

B 8537 RPMC, 130.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 



FREQUENCY, KHZ 


FIGURE 22 CONTINUED 

C 10671 RPMC, 24.5 DEGREES I 
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SOUND PRESSURE LEVEL, dB 

100 105 110 115 120 125 130 
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FIGURE 22 CONCLUDED 


D 10671 RPMC, 130.5 DEGREES 
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FIGURE 23 1/3RD OCTAVE COMPARISON OF 
7 VANE AND 70 VANE DATA 

A 8537 RPMC, 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 



FIGURE 23 CONTINUED 

B 8537 RPMC, 130.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 



FIGURE 23 CONTINUED 

C 10671 RPMC, 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 





SOUND POWER LEVEL, dB 



FIGURE 24 SOUND POWER LEVEL COMPARISON OF 
7 VANE AND 70 VANE DATA 

A 8537 RPMC 
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SOUND POWER LEVEL, dB 
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FIGURE 24 CONCLUDED 

B 10671 RPMC 


NASA/TM— 2000-209916 


65 



SOUND POWER LEVEL, dB 



FIGURE 25 FRONT AND AFT POWER LEVEL COMPARISONS OF 
7 VANE AND 70 VANE DATA 

A FRONT POWER AT 8537 RPMC 
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SOUND POWER LEVEL, dB 
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FIGURE 25 CONTINUED 

B AFT POWER AT 8537 RPMC 
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SOUND POWER LEVEL, dB 
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FIGURE 25 CONTINUED 


C FRONT POWER AT 10671 RPMC 
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SOUND POWER LEVEL, dB 
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D AFT POWER AT 10671 RPMC 
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SOUND PRESSURE LEVEL, dB 
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FREQUENCY, KHZ 

FIGURE 26 SPECTRAL COMPARISON OF HARD AND FULIY TREATED 
DATA FOR THE 7 VANE CONFIGURATION AT 6402 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 



FREQUENCY, KHZ 

FIGURE 26 CONTINUED 

B 92.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 26 CONCLUDED 

C 130.5 DEGREES 


NASA/TM— 2000-2099 1 6 


72 





SOUND PRESSURE LEVEL, cjB 
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FIGURE 27 1/3RD OCTAVE COMPARISON OF HARD AND 
pm iv TREATED DATA FOR THE 7 VANE CONFIGURATION AT 6402 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 27 CONCLUDED 

C 130.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 





FREQUENCY, KHZ 

FIGURE 28 SPECTRAL COMPARISON OF HARD AND FULLY TREATED 
DATA FOR THE 7 VANE CONFIGURATION AT 8537 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 28 CONTINUED 
B 92.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 28 CONCLUDED 


C 130.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 29 1/3RD OCTAVE COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 7 VANE CONFIGURATION AT 8537 RPMC 

A 24.5 DEGREES 
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FIGURE 29 CONTINUED 
B 92.5 DEGREES 


NAS A/TM— 2000-2099 1 6 


80 









SOUND PRESSURE LEVEL, dB 
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FIGURE 29 CONCLUDED 

C 130.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 30 SPECTRAL COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 7 VANE CONFIGURATION AT 10671 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 



FREQUENCY, KHZ 

FIGURE 30 CONCLUDED 
C 130.5 DEGREES 
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FIGURE 31 1/3RD OCTAVE COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 7 VANE CONFIGURATION AT 10671 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 31 CONCLUDED 


C 130.5 DEGREES 
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SOUND POWER LEVEL, dB 



FREQUENCY, HZ 

FIGURE 32 SOUND POWER LEVEL COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 7 VANE CONFIGURATION 

A 6402 RPMC 
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FIGURE 32 CONTINUED 
B 7736 RPMC 
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SOUND POWER LEVEL, dB 



FIGURE 32 CONTINUED 
C 8537 RPMC 
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SOUND POWER LEVEL, dB 
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FIGURE 32 CONTINUED 
D 9604 RPMC 
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FIGURE 32 CONCLUDED 
F 10671 RPMC 
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FIGURE 33 FRONT SOUND POWER LEVEL COMPARISON OF HARD 
AND FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION 

A 6402 RPMC 
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FIGURE 33 CONTINUED 
B 7736 RPMC 
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SOUND POWER LEVEL, dB 



FIGURE 33 CONTINUED 
C 8537 RPMC 


NASA/TM — 2000-2099 1 6 


96 



SOUND POWER LEVEL, dB 

?5 100 105 110 115 120 123 130 



10 100 1,000 10,000 100,000 


FREQUENCY, HZ 


FIGURE 33 CONTINUED 

D 9604 RPMC 
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SOUND POWER LEVEL, dB 



FIGURE 33 CONTINUED 
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FIGURE 33 CONCLUDED 

F 10671 RPMC 
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SOUND POWER LEVEL, dB 



FIGURE 34 AFT SOUND POWER LEVEL COMPARISON OF HARD 
AND FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION 

A 6402 RPMC 
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SOUND POWER LEVEL, dB 



FIGURE 34 CONTINUED 
C 8537 RPMC 
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SOUND POWER LEVEL, dB 
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FIGURE 34 CONTINUED 
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SOUND POWER LEVEL, dB 
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FIGURE 34 CONTINUED 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 35 CONTINUED 
B 7736 RPMC 
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FREQUENCY, HZ 

FIGURE 35 CONTINUED 
C 8537 RPMC 
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DFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 36 CONTINUED 


E 10137 RPMC 


NASA/TM— 2000-2099 16 


116 


DIFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 37 DIFFERENCE IN AFT SOUND POWER LEVEL, 

HARD MINUS TREATED, FOR THE 7 VANE CONFIGURATION 

A 6402 RPMC 
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FIGURE 37 CONTINUED 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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SOUND PRESSURE LEVEL, dB 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 39 1/3RD OCTAVE COMPARISON OF PARTIALLY TREATED AND 
FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION AT 6402 RPMC 

A 24.5 DEGREES 
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FIGURE 40 SPECTRAL COMPARISON OF PARTIALLY TREATED 

AND FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION 
AT 8537 RPMC 
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FIGURE 41 1/3RD OCTAVE COMPARISON OF PARTIALLY 
TREATED AND FULLY TREATED DATA FOR THE 7 VANE 
CONFIGURATION AT 8537 RPMC 

A 24.5 DEGREES 
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FIGURE 42 SPECTRAL COMPARISON OF PARTIALLY TREATED AND 

FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION 
AT 10671 RPMC 
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FIGURE 43 1 /3RD OCTAVE COMPARISON OF PARTIALLY TREATED 
AND FULLY TREATED DATA FOR THE 7 VANE CONFIGURATION 
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FIGURE 44 SOUND POWER LEVEL COMPARISON OF PARTIALLY 
TREATED AND FULLY TREATED DATA FOR THE 7 VANE 
CONFIGURATION 

A 6402 RPMC 
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FIGURE 44 CONTINUED 

C 8537 RPMC 


NASA/TM— 2000-2099 1 6 


144 



SOUND POWER LEVEL, dB 

5 100 105 110 115 120 125 



10 100 1,000 10,000 100,000 

FREQUENCY, HZ 

FIGURE 44 CONTINUED 
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SOUND POWER LEVEL, dB 
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FIGURE 44 CONTINUED 
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FIGURE 45 FRONT SOUND POWER LEVEL COMPARISON OF 
PARTIALLY TREATED AND FULLY TREATED DATA FOR THE 
7 VANE CONFIGURATION 
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FIGURE 45 CONTINUED 
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SOUND POWER LEVEL, dB 
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FIGURE 45 CONTINUED 
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SOUND POWER LEVEL, dB 


FIGURE 45 CONTINUED 
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SOUND POWER LEVEL, dB 



FIGURE 46 AFT SOUND POWER LEVEL COMPARISON OF 
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THE 7 VANE CONFIGURATION 
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FIGURE 46 CONTINUED 
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SOUND POWER LEVEL, dB 
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SOUND POWER LEVEL, dB 



FIGURE 46 CONTINUED 

E 10137 RPMC 


NASA/TM— 2000-209916 


158 



SOUND POWER LEVEL, dB 

75 105 105 110 115 100 105 150 



FREQUENCY, HZ 


FIGURE 46 CONCLUDED 

F 10671 RPMC 


NASA/TM — 2000-209716 


159 


DIFFERENCE IN SOUND POWER LEVEL, dB 



FIGURE 47 DIFFERENCE IN SOUND POWER LEVEL, PARTIALLY 
TREATED MINUS FULLY TREATED, FOR THE 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 48 DIFFERENCE IN FRONT SOUND POWER LEVEL, 

PARTIALLY TREATED MINUS FULLY TREATED, FOR THE 7 VANE 
CONFIGURATION 

A 6402 RPMC 

N AS A/TM— 2000-209916 166 




DIFFERENCE IN SOUND POWER LEVEL, dB 



10 100 1,000 10,000 100,000 

FREQUENCY, HZ 


FIGURE 48 CONTINUED 

B 7736 RPMC 


NASA/TM — 2000-2099 1 6 


167 




FIGURE 48 CONTINUED 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 49 DIFFERENCE IN AFT SOUND POWER LEVEL, 
PARTIALLY TREATED MINUS FULLY TREATED, FOR THE 7 VANE 
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FIGURE 50 SPECTRAL COMPARISON OF HARD AND FULLY 
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FIGURE 51 1/3RD OCTAVE COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 70 VANE CONFIGURATION AT 6402 RPMC 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 52 SPECTRAL COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 70 VANE CONFIGURATION AT 8537 RPMC 
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FIGURE 53 1/3RD OCTAVE COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 70 VANE CONFIGURATION AT 8537 RPMC 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 54 SPECTRAL COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 70 VANE CONFIGURATION AT 10671 RPMC 

A 24.5 DEGREES 
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FIGURE 55 1/3RD OCTAVE COMPARISON OF HARD AND FULLY 
TREATED DATA FOR THE 70 VANE CONFIGURATION AT 10671 RPMC 

A 24.5 DEGREES 
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SOUND PRESSURE LEVEL, dB 
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FIGURE 56 SOUND POWER LEVEL COMPARISON OF HARD AND 
FULLY TREATED DATA FOR THE 70 VANE CONFIGURATION 

A 6402 RPMC 
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FIGURE 56 CONTINUED 

E 10137 RPMC 


NASA/TM — 2000-2099 1 6 


200 



SOUND POWER LEVEL, dB 

100 IBS HB 115 120 IS 130 135 140 



FREQUENCY, HZ 

FIGURE 56 CONCLUDED 

F 10671 RPMC 


NASA/TM — 2000-2099 1 6 


201 



SOUND POWER LEVEL, dB 



FREQUENCY, HZ 
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SOUND POWER LEVEL, dB 
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FIGURE 58 AFT SOUND POWER LEVEL COMPARISON OF HARD 
AND FULLY TREATED DATA FOR THE 70 VANE CONFIGURATION 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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FIGURE 59 CONTINUED 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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DIFFERENCE IN SOUND POWER LE\ 
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FIGURE 61 DIFFERENCE IN AFT SOUND POWER LEVEL, 
HARD MINUS TREATED, FOR THE 70 VANE CONFIGURATION 
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DIFFERENCE IN SOUND POWER LEVEL, dB 
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Appendix A 

The following pages are the output from a compressor design program that was used to design the Alternative 
Low Noise Fan. The program uses 1 1 streamlines with number 1 being at the tip and number 1 1 at the hub. The 
program uses 12 axial stations. Stations 1 to 3 are upstream of the rotor. Station 4 is the inlet to the rotor and station 
5 is the rotor outlet. Station 6 is between the rotor and stator. Station 7 is the stator inlet and station 8 is the stator 
outlet. Stations 9 to 1 2 are downstream of the stator. The column headings for each station are for the most part self 
explanatory and the values are presented in English units. 
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INPUT DATA POINTS FOR TIP AND NUB CONTOURS 
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THE input PROFILE LOSS TASLES - OHEGA(BAR)*COS(BETA)/<2.0*SIOMA) 
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*** PRINTOUT OF INPUT STATION OATA 
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STREAMLINE INCIDENCE ANGLE DEVIATION ANGLE INLET/OUTLET TURNING TRANSITION/CHORD (MAX - TRANSITION) 

NUMBER (DEGREES) (DEGREES) RATE RATIO LOCATION LOCATION/CHORO 
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PRINTOUT OF INPUT STATION DATA *'* 



NAS A/TM— 2000-2099 1 6 


241 


NUMBER (DEGREES) (DEGREES) RATE RATIO LOCATION LOCATION/CHORO 
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** INPUT S£T NO. 6 IS A GUIDE VANE OR STATOR** 
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SUCTION SURFACE 

INCIDENCE ANGLE DEVIATION ANGLE INLET/OUTLET TURNING TR^’" IT ION/CHORD (MAX - TRANSITION) 



CO 



TIP AXIAL LOCATION HUB AXIAL LOCATION TIP BLOCKAGE FACTOR HUB BLOCKAGE FACTOR NASS BLEED FRACTION 

(Inches) (Inches) 




ROTOR 77.80 19.572 568.11 1.3315 1.0953 .2199 .2456 .8952 .8994 759.63 586.98 1304.35 1.0000 

STATOR 77.80 19.109 568.11 1.3000 1.0953 .2008 .2456 .8175 .8242 419.14 



VALUES OF PARAMETERS CM STREAMLINES AT STATION, 3, UNION IS AN ANNULUS 
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VALUES OF PARAMETERS ON STREAMLINES AT STATION, 6, WHICH IS AN ANNULUS 
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OUTLET STREAMLINE --- ****** LAYOUT CONE ***** 
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6.235 15.400 
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6.232 18.700 
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Appendix B 

BLADE COORDINATES 
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PART 1 

ROTOR BLADES 
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RO7XI10N 


LEADING EDGE' 


AXIS OT ROTATII 


PRESSURE SURFACE 


ROTATION 


AXIS QF ROTATION 


SECTION DATUM LINES- 



STACKING POINT 


XIS OF ROTATION 


-STACKING LINE 


-SUCTION SURFACE 



TYPICAL AIRFOIL SECTION 
B-B, thru B,“ B, , 


LEADING EDGE 


B, 

B >'B. 




STACKING L TNE 



TRAILING EDGE 


2 6 .050 GAGE 6.325 GAGE 

B ^B3 5.500 GAGE 
4 4.950 GAGE 


k400 GAGE 


r 6 3.850 GAGE 


: u 7 3 . 300 GAGE 

?Bs 2.751 


8 2.750 GAGE 


r 9 f .650 GAGE 


10 0.550 GAGE 


VD II 0.000 GAGE 
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LOW NOISE FAN ROTOR BLADE SECTION BO I -BO I 
RADIUS: 11.275000 GAGE: 6.325000 


SUCTION SURFACE 
X Y 

*-0.246600 0.447300 

*-0.229100 0.365700 

-0.209100 0.285600 

-0.198300 0.246200 

-0.186800 0.207100 

-0 . I 74700 0 . I 68400 

-0. 162000 0. 130100 

-0. 148700 0.092100 

-0.134700 0.054600 

-0. 120300 0.0! 7500 

-0. 105200 -0.019100 
-0.089600 -0.055100 
-0.073500 -0.090600 
-0.057000 -0. 125600 
-0.039800 -0. 159900 
-0.022300 -0. i 93400 
-0.004300 -0.226400 
0.014200 -0.258400 
0.033000 -0.289700 
0.052300 -0.320000 
0.072000 -0.349400 
0.092000 -0.377800 
0.1! 2300 -0 . 404900 
* 0. 154000 -0.455700 
*0.1 96900 -0.501 700 


PRESSURE SURFACE 
X Y 

*-0.255100 0.442700 

*-0.229300 0.364700 

-0.202700 0.287800 

-0. 189100 0.249800 

-0. 175300 0.212100 

-0. 161200 0. I 74700 

-0.146900 0.137500 

-0.132400 0.100600 

-0.M7700 0.064000 

-0.102700 0.027700 

-0.087500 -0.008200 
-0.072100 -0.043800 
-0.056500 -0.079000 
-0.040500 -0. I 13700 
-0.024400 -0. 147900 
-0.007900 -0. 181600 
0.008900 -0.214700 
0.025800 -0.247400 
0.043200 -0.279300 
0.060800 -0.310600 
0.078800 -0.341200 
0.097200 -0.370900 
0. I 15900 -0.399900 

* 0. 154300 -0 . 455400 

* 0. 193900 -0.507700 


LEADING EDGE 
X Y 

-0.205900 0.286600 CENTER 

0.003400 RADIUS 


TRAILING EDGE 
X Y 

0. I 14 100 -0.402500 
0.002900 
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LOW NOISE FAN ROTOR BLADE SECTION B02-B02 
RADIUS: 11.000000 GAGE: 6.050000 


SUCTION SURFACE 
X Y 

*-0.291500 0.452200 

*-0.267300 0.371500 

-0.240600 0.292400 

-0.226400 0.253400 

-0.21 1600 0.214800 

-0.196300 0.176500 

-0.180300 0.138600 

-0.163900 0.100900 

-0.146900 0.063700 

-0.129400 0.026800 

-0. II 1400 -0.009600 
-0.093000 -0.045700 
-0.074100 -0.081300 
-0.054700 -0. I 16400 
-0.034800 -0. 151 100 
-0.014700 -0. 185200 
0.006000 -0.218800 
0.027000 -0.251300 
0.048500 -0.284200 
0.070300 -0.316000 
0.092600 -0.347000 
0. I 15100 -0.377200 
0. 137900 -0.406700 

* 0. 184600 -0.463300 

* 0.232400 -0.516700 


PRESSURE SURFACE 
X Y 

*0.302400 0.444300 

*-0.268700 0.369600 

-0.234200 0.295300 

-0.216700 0.258300 

-0.198900 0.221300 

-0. 181200 0. 184700 

-0. 163200 0. 148100 

-0.145100 0. I I 1800 

-0.127000 0.075600 

-0.108700 0.039600 

-0.090400 0.00 3800 

-0.071800 -0.031700 
-0.053100 -0.067000 
-0.034200 -0. 102000 
-0.015300 -0. I 36800 
0.003800 -0. I 71300 
0.023100 -0.205400 
0.042500 -0.239200 
0.062100 -0.272600 
0.081900 -0.305600 
0. 101900 -0.338200 
0.122100 -0.370300 
0. 142500 -0.401900 

* 0.184000 -0.463200 

* 0.226200 -0.522100 


LEADING EDGE TRAILING EDGE 

X ’ Y X Y 

-0.237200 0.293700 CENTER 0.140100 -0.404200 

0.003500 RADIUS 0.003300 
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LOW NOISE FAN ROTOR BLADE SECTION B03-B03 
RADIUS: 10.450000 GAGE: 5.500000 


SUCTION SURFACE 
X Y 

*-0.351600 0.445700 

*-0.317600 0.368500 

-0.281700 0.292500 

-0.262900 0.254900 

-0.243700 0.217600 

-0.224000 0.180600 

-0.203800 0.143800 

-0.183000 0.107500 

-0. 161800 0.071400 

-0 . I 40200 0 . 035600 

-0. I 18100 0.000200 

-0.095500 -0.034800 
-0.072500 -0.069500 
-0.049100 -O’. 103800 
-0.025300 -0.137900 
-0.001 000 -0 . 171 500 
0.023600 -0.204700 
0.048700 -0.237600 
0.074100 -0.269900 
0.099800 -0.302000 
0 126000 -0.333500 
0.152400 -0.364700 
0.179200 -0.395400 

* 0 234000 -0.455700 

* 0.290500 -0.514500 


PRESSURE SURFACE 
X Y 

*-0.365300 0.435600 

*-0.320500 0.365900 

-0.275200 0.296300 

-0.252400 0.261500 

-0.229600 0.226700 

-0.206700 0.191900 

-0. 183700 0. 157100 

-0.160900 0.122400 

. -0.138000 0.087800 

-0.115000 0.053200 

-0.092000 0.018700 

-0.069200 -0.015800 
-0.046200 -0.050300 
-0.023200 -0.084700 
-0.000200 -0. I 19000 
0.022900 -0.153200 
0.045800 -0.187400 
0.068900 -0.221500 
0.092000 -0.255500 
0. I 15100 -0.289400 
0.138300 -0.323200 
0.161 400 -0 . 356900 
0.184600 -0.390500 

* 0.231000 -0.456900 

* 0.277400 -0.522500 


leading edge 

X Y 

-0.278300 0.294100 CENTER 

0.003800 RADIUS 


TRAILING EDGE 
X Y 

0. 181700 -0.392800 
0.003600 
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LOW NOISE FAN ROTOR BLADE SECTION B04-B04 
RADIUS: 9.900000 GAGE: 4.950000 


SUCTION SURFACE 
X Y 

*- 0.384500 0.430800 

*- 0.345300 0.355600 

- 0.304200 0.282000 

- 0.282800 0.245800 

- 0.261000 0.210000 
- 0.238700 0.174500 

- 0.215700 0. 139400 

- 0.192400 0.104700 

- 0 . 168600 - 0.070200 
- 0.144200 0.036200 

- 0.119400 0.002500 

- 0.094100 - 0.030900 
- 0.068400 - 0.063800 
- 0.042300 - 0.096400 
- 0.015600 - 0. 128500 
0.01 1400 - 0. 160400 
0.038900 - 0. 191700 
0.066900 - 0.222700 
0.095100 - 0.253400 
0.123800 - 0.283500 
0. 152800 - 0.313300 
0.182200 - 0.342700 
0.212100 - 0.371600 

* 0.273300 - 0.428300 

• 0.336500 - 0.483400 


PRESSURE SURFACE 
X Y 

*- 0.403100 0.417800 

*- 0.350300 0.351900 

- 0.298000 0.286300 

- 0.271900 0.253700 

- 0.246000 0.221200 

- 0.220000 0.188500 
- 0.194100 0. 156000 

- 0.168100 0. 123400 

- 0.142300 0.090800 

- 0 . I 16400 0.058 100 

- 0.090600 0.025500 

- 0.064700 - 0.007100 
- 0.038900 - 0.03970 0 
- 0.013100 - 0.072300 
0.012600 - 0. 105000 
0.038300 - 0.137700 
0.064000 - 0.170300 
0.089600 - 0.203000 
0 . I 15200 - 0.235600 
0.140800 - 0.268400 
0. 166400 - 0.301 100 
0. 191900 - 0.333700 
0.217500 - 0.366400 

* 0.268600 - 0.432200 

* 0.319700 - 0.498300 


LEADING EDGE TRAILING EDGE 

X Y X Y 

- 0.300900 0.283900 CENTER 0.214600 - 0.368800 

0.003800 RADIUS 0.003800 
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LOW NOISE FAN ROTOR BLADE SECTION BOb-BOb 
RADIUS: 9.350000 GAGE: 4.400001 


SUCTION SURFACE 
X Y 

* -0 . 408200 0.413800 

*-0.365100 0.341200 

-0.320000 0.270200 

-0.296700 0.235300 

-0.272900 0.200800 

-0.248500 0.166700 

-0.223600 0.133100 

-0. 198200 0.099800 

-0 172200 0.066900 

-0.145700 0.034500 

-0. II 8700 0.002400 

-0.091200 -0.029100 
-0.063200 -0.060200 
-0.034700 -0.090900 # 
-0.005800 -0. 121 100 
0.023500 -0.150800 
0.053300 -0.180000 
0.083600 -0.208800 
0. I I 4300 -0.237 100 
0.145400 -0.265000 
0.176900 -0.292400 
0.208800 -0.319200 
0.241 100 -0.345500 

* 0.306900 -0.396600 

* 0.374200 -0.445700 


PRESSURE SURFACE 
X Y 

* 0 . 429 100 0 . 396900 

*-0.37 I 400 0.335900 

-0.314100 0.274900 

-0.285600 0.244400 

-0.257200 0.213900 

-0.228900 0.183400 

-0.200600 0. 152900 

-0.172400 0.122300 

-0 . I 44200 0.091 800 

-0 . II 6000 0.061 000 

-0. 087800 0.030400 

-0.059700 -0.000300 
-0.031700 -0.031000 
-0.003700 -0.061800 
0.0_-4300 -0.092600 
0.052200 -0.123400 
0.080000 -0. 154200 
0. 107800 -0. 185100 
0. 135600 -0.216000 
0.163300 -0.247000 
0. 191000 -0.278000 
0.218600 -0.309000 
0.246200 -0.340000 

* 0.301400 -0.402000 

* 0.356500 -0.464000 


LEADING EDGE 
X Y 

-0.316800 0.272300 CENTER 

0.003800 RADIUS 


TRAILING EDGE 
X Y 

0.243500 -0.342600 
0.003800 
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LOW NOISE FAN ROTOR BLADE SECTION B06-B06 
RADIUS: 8.800000 GAGE: 3.850000 


SUCTION 

X 


*-0 

*-o 

-0 

-0 

-0 

-0 

-0 

-0 

- 0 . 

- 0 . 

- 0 . 

- 0 . 

- 0 . 

- 0 . 

0 . 

0 . 

0 . 

0 . 

0 . 

0 . 

0 . 

0 . 

0 . 

* 0. 
* 0. 


.424700 
.378800 
. 330800 
.306100 
. 280900 
.255000 
.228600 
.201600 
. I 73900 
. 145800 
. I I 7200 
. 088000 
. 058200 
.028000 
.002800 
.033900 
.065700 
.097800 
130400 
163400 
I 96900 
230700 
265 I 00 
335400 
407600 


SURFACE 

Y 

0.402000 
0.330600 
0.261 300 
0.227300 
0. 193900 
0. 160800 
0. I 28400 
0.096200 
0.064700 
0.03 3600 
0.003100 
-0.027000 
-0.056500 
-0.085400 
-0. I 13900 
-0. 141900 
-0. 169200 
-0. 196000 
- 0.222200 
-0.247900 
-0.273000 
-0.297500 
-0.321400 
-0.367400 
-0.41 1000 


PRESSURE 

X 

*- 0.447100 

* - 0 . 385900 
-0.325100 
-0.294900 
-0.264700 
-0.234600 
-0.204500 
-0. I 74400 
-0. I 44400 
-0. I I 4400 
-0.084600 
-0.054800 
-0.024900 
0.004800 
0.034500 
0 . 064 I 00 
0.093600 
0. 123200 
0. 152600 
0. i 82000 
0.21 1400 
0.240600 
0.269800 

* 0.328300 

* 0.386800 


SURFACE 

Y 

0 . 380900 
0.323600 
0.266200 
0.237600 
0.208900 
0. I 80200 
0. 151400 
0. 122600 
0.093700 
0.064800 
0.035900 
0.006800 
-0.022300 
-0.051300 
-0.080500 
-0. 109700 
-0. 138900 
-0. 168300 
-0. 197700 
-0.227000 
-0.256500 
-0.286000 
-0.315600 
-0.374700 
-0.433900 


LEADING EDGE 
X Y 

-0.327700 0.263400 CENTER 

0.003800 RADIUS 


TRAILING EDGE 
X Y 

0.267200 -0.318300 

0.003800 
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LOW NOISE FAN ROTOR BLADE SECTION B07-B07 


RADIUS: 8 

.250000 

GAGE : 3 

.300000 

SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 0.439000 

0.387500 

*- 0.464600 

0.363300 

*- 0.391300 

0.318100 

*- 0.400000 

0.309600 

- 0.341200 

0.250700 

- 0.335800 

0.256000 

- 0.315200 

0 . 21 7800 

- 0.303900 

0.229200 

- 0.288600 

0 . 1 85300 

- 0.272000 

0.202400 

- 0.261200 

0. 153500 

- 0.240200 

0. 1 75600 

- 0.233300 

0.122100 

- 0.208500 

0 . 1 48600 

- 0.204700 

0.091300 

- 0. 1 76700 

0 . 121 700 

- 0. 1 75500 

0.061200 

- 0. 1 45000 

0.094700 

- 0 . 1 45800 

0.031600 

- 0 . II 3300 

0 067700 

- 0. 1 15400 

0.002600 

- 0.081700 

0.040700 

- 0.084500 

- 0.025800 

- 0.050200 

0.013600 

- 0.052900 

- 0.053500 

- 0.018600 

- 0 . 01 3600 

- 0.020900 

- 0.080600 

0.012900 

- 0.040800 

0 . 0 II 700 

- 0. 107000 

0.044300 

- 0.068100 

0.044800 

- 0. 132700 

0.075800 

- 0.095400 

0.078400 

- 0. 157900 

0.107100 

- 0. 122800 

0. 1 12500 

- 0. 182400 

0 . 138300 

- 0. 150300 

0 . 147100 

- 0.206100 

0. 169700 

- 0 . 1 77700 

0 . 182100 

- 0.229200 

0.200800 

- 0.205200 

0.217600 

- 0.251600 

0.231 900 

- 0.232800 

0.253400 

- 0.273300 

0.263100 

- 0.260500 

0.289700 

- 0.294200 

0.294100 

- 0.288100 

* 0.363600 

- 0.334100 

* 0.355900 

- 0.343000 

* 0.439000 

- 0.371 100 

* 0.417200 

- 0.397500 


LEADING EDGE 


TRAILING EDGE 

X 

Y 

• 

X Y 

- 0.338200 

0.253000 

CENTER 

0.291700 - 0.291000 

0.003800 

RADIUS 

' 0.003800 


NASA/TM— 2000-2099 1 6 


269 



LOW NOISE FAN ROTOR BLADE SECTION B08-B08 
RADIUS: 7.700000 GAGE: 2.750000 


SUCTION SURFACE 
X Y 


PRESSURE SURFACE 
X Y 


*-0.453900 

*-0.404800 
-0.352500 
-0.325200 
-0.297000 
-0.268200 
-0.238700 
-0.208400 
-0. I 77500 
-0. 145900 
-0. I I 3600 
-0.080700 
-0.047300 
-0.013100 
0.021 500 
0.056700 
0.092500 
0. 128800 
0. 165600 
0.202800 
0.240500 
0.278700 
0.317300 

* 0.395200 

* 0.474400 


0.369300 
0.302100 
0.236800 
0.204900 
0. I 73500 
0. I 42900 
0. I 12900 
0.083600 
0.055200 
0.027300 
0.000200 
-0.026000 
-0.051500 
-0.076200 
- 0. 100000 
- 0. 123100 
-0. 145300 
-0. 166600 
-0. 187100 
-0.206700 
0.225500 
0.243300 
0.260200 
0.291400 
0.318900 


*-0.481 100 

*-0.414200 
-0.347400 
-0.313900 
-0.280500 
-0.247100 
-0.213600 
-0. 180200 
-0. 146800 
-0. I 13300 
-0.079900 
-0.046500 
- 0.013100 
0.020400 
0.053800 
0.087200 
0. 120700 
0. 154100 
0. 187500 
0.220800 
0.254300 
0.287600 
0.321000 

* 0.388200 

* 0.455700 


0.34 I 400 
0.291900 
0.242300 
0.217600 
0. 192800 
0. 168000 
0. 143300 
0. I I 8500 
0.093700 
0.069000 
0.044200 
0.01 9400 
-0.005400 
-0.030100 
-0.055000 
-0.079800 
-0. 104600 
-0. 129400 
-0. 154300 
-0. 179100 
-0.204000 
-0.228900 
-0.253700 
-0.303500 
-0.353200 


LEADING EDGE 
X * Y 

-0.349700 0.239300 CENTER 

0.003800 RADIUS 


TRAILING EDGE 
X Y 

0.318700 -0.256700 

0.003800 
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LOW NOISE FAN ROTOR BLADE SECTION B09-B09 
RADIUS: 6.600000 GAGE: 1.650001 


SUCTION SURFACE 
X Y 

*-0.485300 0.330900 

*-0.432000 0.263400 

-0.374700 0.200200 

-0.344500 0.170300 

-0.313400 0.141 400 

-0.28 1 400 0. I I 3500 

-0.248400 0.086700 

-0.214600 0.061000 

-0.179900 0.036400 

-0.144500 0.013000 

-0.108300 -0.009200 
-0.071300 -0.030200 
-0.033800 -0.050000 
0.004500 -0*068500 
0.043400 -0.085800 
0.082800 -0. 101600 
0. 122800 -0. I 16000 
0. 163300 -0.129100 
0.204 100 -0.1 40800 
0.245400 -0. 151 100 
0.287000 -0.159800 
0.329000 -0. 167100 
0.37 1 100 -0. I 72900 

* 0.456100 -0. I 79600 

* 0.54 1900 -0. I 79900 


PRESSURE SURFACE 
X Y 

*-0.513700 0.291 100 

*-0.442100 0.248100 

-0.370200 0.206200 

-0.334000 0.185700 

-0.297800 0.165500 

-0.261300 0.145400 

-0.224900 O.i 25500 
-0.188400 0.105800 

--0. 151600 0.086300 

-0.114900 0.067000 

-0.077900 0.047800 

-0.041000 0.028900 

-0.003800 0.01 0100 

0.033400 -0.008400 
0.070700 -0.026700 
0.108100 -0.044800 
0. 145700 -0.062800 
0.183400 -0.080500 
0.221000 -0.097900 
0.258900 -0. I 15200 
0.296800 -0.132200 
0.334900 -0. 149100 
0.373100 -0. 165600 

* 0.449700 -0. 197400 

* 0.526800 -0.227600 


LEADING EDGE 
X Y 

-0.372000 0.202900 CENTER 

* 

0.003800 RADIUS 


TRAILING EDGE 
X Y 

0.371600 -0. 169100 
0.003800 
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LOW NOISE FAN ROTOR BLADE SLL'IiUN Biu-Biu 
RADIUS: 5.500000 GAGE: 0.550000 


SUCTION 

X 

*-0.515800 
*-0.457600 
-0.394600 
-0.361300 
-0.326800 
-0.291200 
-0.254500 
-0.216800 
-0.1 78300- 
-0. 138800 
-0.098600 
-0.057700 
-0.016200 
0.025800 
0.068300 
0. I I 1200 
0. 154200 
0. 197500 
0.240800 
0.284100 
0.327100 
0.370000 
0.412400 

* 0.495700 

* 0.577000 


SURFACE 

Y 

0.277000 
0.210900 
0. I 50800 
0. 123000 
0.096700 
0.072000 
0.048900 
0.027500 
0.007900 
- 0.010000 
-0.025900 
-0.040000 
-0.052100 
-0.062200 
■0.070200 
■0.076100 
0.079800 
0.081300 
0.080600 
0.077600 
0.072400 
0.064800 
0.054900 
0.028200 
0.007700 


PRESSURE 

X 

*-0.541300 

* ~0 . 466600 
-0.390700 
-0.352300 
-0.313600 
-0.274700 
-0.235600 
-0. I 96400 
-0. 156900 
-0. I I 7300 
-0.077500 
-0.037500 
0.002700 
0.043000 
0 . 083500 * 
0.(24100 
0. 164900 
0.205800 
0.246800 
0.287900 - 
0.329200 - 
0.370500 - 
0.41 1900 - 

* 0.495000 - 

* 0.578500 - 


SURFACE 

Y 

0.226500 

0. 190700 

0. I 57300 

0. 14 1500 

0. 126300 

0. I I 1500 

0.097300 

0.083700 

0.070600 

0.058000 

0.046100 

0.034700 

0.024000 

0.013800 

0.004300 

0.004500 

0.012700 

0.020300 

0.027 I 00 

0.033300 

0.038700 

0.043400 

0.047300 

0.052700 

0.054900 


LEADING EDGE 
X Y 

-0.392000 0.153700 CENTER 

0.003900 RADIUS 


TRAILING EDGE 
X Y 

0.41 1600 -0.051 100 
0.003900 
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LOW NOISE FAN ROTOR BLADE SECTION BII-BII 
RADIUS: 4.950000 GAGE: 0.000000 


SUCTION SURFACE 
X Y 

*- 0.526600 0.253600 

*- 0.466100 0. 186100 

- 0.400400 0.126200 

- 0.365600 0.099100 

- 0.329500 0.073900 

- 0.292300 0.050600 

- 0.253900 0.029200 

- 0.214500 0.009800 

- 0.174200 - 0.007500 
- 0. 133100 - 0.022500 
- 0.091200 - 0.035300 
- 0.048800 - 0.045800 
- 0.005900 - 0.053900 
0.037400 - 0.059600 
0.081000 - 0 . 062600 * 
0. 124600 - 0.063100 
0. 168200 - 0.061000 
0.211 700 - 0.056200 
0.254800 - 0.048700 
0.297400 - 0.038400 
0.339400 - 0.025500 
0.380600 - 0.009800 
0.420900 0.008600 

* 0.498800 0.053500 

* 0.573100 0. 109200 


PRESSURE SURFACE 
X Y 

*- 0.553500 0.194800 

*- 0.475400 0.162500 

- 0.396900 0.133000 

- 0.357500 0.119300 

- 0.318000 0.106300 

- 0.278100 0.094100 

- 0.238100 0.082600 

- 0.197900 0.071900 

0.157500 0.061900 

- 0.117000 0.052700 

- 0.076200 0.044400 

- 0.035300 0.036900 

0.005700 0.030300 

0.046800 0.024600 

0.088000 0.019800 

0.129300 0.015800 

0.170700 0.012800 

0.212100 0.010800 
0.253600 0.009800 

0.295000 0.009800 

0.336500 0.010800 

0.377900 0.012900 

0.41 9200 0.016100 

* 0.501500 0.025800 

* 0.583400 0.039900 


LEADING EDGE TRAILING EDGE 

X Y X Y 

- 0.398100 0.129300 CENTER 0.419400 0.012200 

0.003900 RADIUS 0.003900 
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PART 2 


LONG CHORD STATOR VANES 
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ALT LOW FAN STATOR BLADE SECTION BO I -BO I 
RADIUS: 10.450000 GAGE: 4.950000 


SUCTION SURFACE 
X Y 

*-5.489900 - I .614400 

*-4.768000 - I . I 79800 
-4.024100 -0.798800 
-3.643900 -0.628400 
-3.258200 -0.471400 
-2.867600 -0.327400 
-2.472600 -0.196200 
-2.073600 -0.077700 
- I .671 100 0.028100 

-1.265400 0.121200 

-0.857000 0.201400 

-0.446300 0.268700 

-0.033600 0.323000 

0.380700 0.364100 

0 . 796 100 0.391 900 

1.212200 0.406500 

1.628600 0.407800 

2.044800 0.395800 

2.460400 0.370400 

2 . 875 100 0.331 900 

3.288300 0.280200 

3.699800 0.215400 

4.109000 0.137500 

* 4.920500 -0.057600 

* 5.722800 -0.305100 


PRESSURE SUREACE 
X Y 

*-5.557700 -1.376400 
*-4.779700 - I . I 13200 
-3.995300 -0.877200 
-3.600700 -0.769400 
-3.204500 -0.668400 
-2.806600 -0.574100 
-2.407200 -0.486300 
-2.006400 -0.404900 
-1.604400 -0.329800 
-I .201300 -0.261 100 
-0.797100 -0. 198600 
-0.392000 -0.142400 
0.014000 -0.092500 
0.420700 -0.049000 
0.828000 -0.01 I 700 
1.235900 0.019200 

1.644300 0.043700 

2.053000 0.061800 

2.462000 0.073500 

2.871200 0.078800 

3.280500 0.077700 

3.689700 0.070100 

4.098800 0.056100 

* 4.916700 0.008900 

* 5.734200 -0.063900 


LEADING EDGE TRAILING EDGE 

X Y X Y 

-4.006500 -0.836800 CENTER 4.100600 0.097200 

0.041930 RADIUS 0.041180 
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ALT LOW FAN STATOR BLADE SECTION B02-B02 
RADIUS: 9.900000 GAGE: 4.400000 


SUCTION SURFACE 
X Y 

*-5.526000 - I .489000 

*-4.787200 - I . 107400 
-4.031600 -0.766600 
-3.647500 -0.61 1500 
-3.259200 -0.466600 
-2.867100 -0.332200 
-2.471400 -0.208400 
-2.072400 -0.095500 
-1.670300 0.006200 

-1.265600 0.096700 

-0.858500 0.175800 
-0.449300 0.243400 

-0.038400 0.299500 

0.374000 0.343900 

0.787400 0.376700 

1.201600 0.397900 

1.616200 0.407400 

2.030900 0.405400 

2.445400 0.391700 

2.859300 0.366500 

3.272300 0.329700 

3.684100 0.281500 

4.094500 0.221700 

* 4.91 MOO 0.067300 

* 5.722100 -0. 133500 


PRESSURE SURFACE 
X Y 

*-5.585300 - I .267100 

*-4.797500 - I .046500 
-4.005700 -0.843500 
-3.608300 -0.748600 
-3.209900 -0.658100 
-2.810400 -0.572300 
-2.409900 -0.491 100 
-2.008400 -0.414700 
- I .606100 -0.343000 
-I .202900 -0.276100 
-0.799000 -0.214200 
-0.394300 -0.157200 
0.01 1000 -0. 105100 
0.417000 -0.058000 
0.823500 -0.015900 
I . 230500 0.021 200 

1.637900 0.053200 

2 . 045700 0 . 080300 

2.453800 0. 102300 

2 . 862 100 0 . M 9200 

3.270600 0.131200 

3.679200 0.138100 

4.087900 0.140000 

* 4.905600 0. 128800 

* 5.723700 0.097600 


LEADING EDGE TRAILING EDGE 

X Y X Y 

-4.015600 -0.804100 CENTER 4.088000 0.181 100 

0.040700 RADIUS 0.041 MO 
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ALT LOW FAN STATOR BLADE SECTION B03-B03 
RADIUS: 9.625000 GAGE: 4.125000 


SUCTION 

X 

*-5.512300 

*-4.776400 
-4.024100 
-3.641800 
-3.255400 
-2.864900 
-2.470700 
-2.073000 
-I .672100 
- I .268300 
-0.861900 
-0.453300 
-0.042800 
0.369300 
0.782600 
I . I 96700 
I . 6 I I 400 
2.026300 
2.441 100 
2.855400 
3.268900 
3.681200 
4 . 092 I 00 

* 4.909700 

* 5.721700 


SURFACE 

Y 

- I .546600 

- I . I 6 I 200 
-0.814200 
-0.655100 
-0 . 505600 
-0.366200 
-0.237400 
-0. I 19500 
-0.012700 

0.082600 
0. 166400 
0.238600 
0.299000 
0.347600 
0.384400 
0.409400 
0.422600 
0.424000 
0.413700 
0.391500 
0.357700 
0.312000 
0.254700 
0. 105300 
-0.090500 


PRESSURE 

X 

*-5.571600 

*-4.786400 
-3.997200 
-3.601 100 
-3.204000 
-2.805700 
-2.406300 
-2.005900 
- I .604500 
- 1.202100 
-0.798900 
-0.394800 
0 . 0 I 0 I 00 
0.41 5600 
0.821 800 
I . 228600 
I . 635800 
2.043500 
2.451 500 
2 . 859900 
3.268400 
3.677100 
4 . 085900 

* 4.903800 

* 5.722100 


SURFACE 

Y 

- I . 332900 

- I . 103100 
-0.890100 
-0.789900 
-0.693900 
-0.602400 
-0.515600 
-0.433600 
-0.356600 
-0.284600 
-0.217700 
- 0.156100 
-0.099600 
-0.048400 
-0.002600 

0.038000 
0 . 073300 
0. 103200 
0. 127800 
0.147100 
0. 161000 
0. 169700 
0. 173000 
0. 163400 
0. 132200 


LEADING EDGE 
X Y 

-4.007700 -0.851200 CENTER 


TRAILING EDGE 
X Y 

4.085800 0.214100 


0.040400 RADIUS 0.041 I 10 
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ALT LOW FAN STATOR BLADE SECTION B04-BU4 
RADIUS: 9.350000 GAGE: 3.850000 


SUCTION 

SURFACE 

PRESSURE SURFACE 

X 

Y 

X 

Y 

*- 5.488200 

- 1 .629400 

*- 5.549000 - 1 .4 19400 

*- 4.760800 

- 1 .227600 

*- 4.770600 - 1 . 171200 

- 4.015000 

- 0.865800 

- 3.986600 - 0.941400 

- 3.635200 

- 0.699900 

- 3.592500 - 0.833400 

- 3.250800 

- 0.544000 

- 3.197000 - 0.730000 

- 2.862200 

- 0.398600 

- 2.800200 - 0.631500 

- 2.469500 

- 0.264000 

- 2.402200 - 0.538200 

- 2.073000 

- 0. 140600 

- 2.002900 - 0.450100 

- 1.673100 

- 0.028700 

- 1.602400 - 0.367400 

- 1.270100 

0.071500 

- 1.200800 - 0.290200 

- 0.864400 

0. 159900 

- 0.798200 - 0.218500 

- 0.456200 

0.236300 

- 0.394700 - 0. 152400 

- 0.046000 

0.300700 

0.009800 - 0.092000 

0 . 366000 

0.353000 

0.415000 - 0.037400 

0 . 779300 

0.393100 

0.821 000 

0 . 0 1 1 600 

1 . 1 93600 

0.421200 

1 .227700 

0.054800 

1 . 608600 

0.437100 

1 .634900 

0.092300 

2.023800 

0.440800 

2.042600 

0. 124000 

2.439000 

0.432400 

2 . 450700 

0 . 1 49900 

2.853800 

0.411 900 

2 . 859200 

0.170100 

3 . 267700 

0.379200 

3.267800 

0. 184400 

3.680600 

0.334500 

3.676700 

0. 193000 

4.091 900 

0.277600 

4 . 085600 

0. 195800 

* 4.909700 

0. 127200 

* 4.903400 

0. 184000 

* 5.721100 

- 0.072000 

* 5.721200 

0. 149000 


LEADING EDGE 


TRAILING EDGE 

X Y 


X Y 

- 3.998000 - 0.902600 

CENTER 

4.085600 0.237000 

0.040500 

RADIUS 

0.041 140 
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ALT LOW FAN STATOR BLADE SECTION B05-B05 
RADIUS: 8.800000 GAGE: 3.300000 


SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 5.467200 

- 1 .699200 

*- 5.527200 

- 1 .497200 

*- 4.747300 

- 1 .276000 

*- 4 . 755800 

- 1 .224000 

- 4.007000 

- 0.897600 

- 3.977200 

- 0.974000 

- 3.629200 

- 0.725200 

- 3.585200 

- 0.857700 

- 3.246300 

- 0.564000 

- 3. 191400 

- 0.747200 

- 2.858700 

- 0.414300 

- 2.796000 

- 0.642700 

- 2.466800 

- 0.276200 

- 2.399000 

- 0.544100 

- 2.070900 

- 0. 149900 

- 2.000500 

- 0.451500 

- 1.671400 

- 0.035500 

- 1 . 600700 

- 0.365000 

- 1 .268700 

0.066900 

- 1 . 1 99500 

- 0.284700 

- 0.863100 

0.157100 

- 0.797200 

- 0.210500 

- 0.454900 

0.235200 

- 0.393800 

- 0. 142500 

- 0.044600 

0.301 100 

0.01 0600 

- 0.080600 

0.367500 

0.354600 

0.415900 

- 0.025000 

0.781 000 

0.395700 

0.822100 

0.024400 

1 . 1 95500 

0.424400 

1 .228900 

0.067500 

1.61 0800 

0.440700 

1 .636400 

0 . 1 04500 

2.026300 

0.444500 

2.044300 

0 . 135100 

2.441 800 

0.435800 

2 . 452700 

0. 159500 

2.856800 

0.414600 

2.861500 

0. 177600 

3.271000 

0.380900 

3.270400 

0 . 1 89500 

3.684000 

0.334800 

3 . 679500 

0 . 1 95000 

4 . 095400 

0.276200 

4.088600 

0. 194200 

* 4.913400 

0. 121500 

* 4.906800 

0. 173700 

* 5.725000 

- 0.083200 

* 5.725000 

0 . 1 28000 


LEADING EDGE 


TRAILING EDGE 

X Y 


X 

Y 

- 3.989300 - 0.934700 

CENTER 

4.089000 

0.235400 

0.041 130 

RADIUS 

0.041260 
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ALT LOW FAN STATOR BLADE SECTION B06-B06 
RADIUS: 8.250000 GAGE: 2.750000 


SUCTION 

SURFACE 

PRESSURE SURFACE 

X 

Y 

X 

Y 

*- 5.471900 

- 1 .682100 

*- 5.528800 - 1.493800 

*- 4.750200 

- 1 .268000 

*- 4.757300 - 1 .221400 

- 4.008900 

- 0.895900 

- 3.979000 - 0.971400 

- 3.630900 

- 0.725600 

- 3.587300 - 0.854800 

- 3.248000 

- 0.565800 

- 3.193900 - 0.743800 

- 2.860500 

- 0.416800 

- 2.798800 - 0.638500 

- 2.468700 

- 0.279100 

- 2.402100 - 0.539100 

- 2.072800 

- 0. 152800 

- 2.003800 - 0.445600 

- 1 .673300 

- 0.038300 

- 1.604200 - 0.358300 

- 1 .270500 

0.064200 

- 1 .203100 - 0.277300 

- 0.864800 

0. 154500 

- 0.800800 - 0.202600 

- 0 . 456500 

0.232600 

- 0.397400 - 0. 134300 

- 0.046000 

0.298300 

0.007200 - 0.072500 

0.366200 

0.351600 

0.412600 - 0.017200 

0 . 780000 

0.392300 

0.819000 

0.031500 

1 . 1 94700 

0.420400 

1 . 226 1 00 

0.073700 

1 . 6 1 0 1 00 

0.436000 

1 .633800 

0. 109200 

2.025800 

0.438900 

2 . 042000 

0. 138000 

2.441400 

0.429100 

2.450700 

0 . 1 60200 

2.856500 

0.406700 

2 . 859700 

0. 175600 

3.270700 

0.371600 

3 . 268800 

0. 184300 

3.683600 

0.323700 

3 . 678 1 00 

0. 186200 

4.094900 

0.263200 

4.087400 

0. 181300 

* 4.912700 

0. 104400 

* 4.906000 

0 . 151 100 

* 5.724100 

- 0. 104800 

* 5.724600 

0.093700 


LEADING EDGE 


TRAILING EDGE 

X Y 


X 

Y 

- 3.991300 - 0.932600 

CENTER 

4.088200 

0.222500 

0.040720 

RADIUS 

0.041200 
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ALT LOU FAN STATOR BLADE SECTION B07-B07 
RADIUS: 7.700000 GAGE: 2.200000 


SUCTION SURFACE 
X Y 

*-5.446600 -1.767700 

*-4.734600 - I .341900 
-4.001000 -0.956900 
-3.626100 -0.779700 
-3.245800 -0.612700 
-2.860700 -0.456500 
-2.470800 -0.31 1700 
-2.076500 -0.178500 
-1.678200 -0.057500 
-1.276300 0.051100 

-0.871100 0.147000 

-0.463000 0.230200 

-0.052500 0.300400 

0.360000 0.357500 

0.774200 0.401400 

1.189500 0.432200 

1.605600 0.449700 

2.022100 0.453800 

2.438500 0.444600 

2.854400 0.422100 

3.269300 0.386000 

3.682800 0.336600 

4.094500 0.273600 

* 4.912500 0. 106800 

* 5.723300 -0. I I 4400 


PRESSURE SUREACE 
X Y 

*-5.506300 - I .591300 

*-4.741600 - I .299800 
-3.969300 - I .031 100 
-3.580300 -0.905300 
-3.189400 -0.785200 
-2.796400 -0.671 100 
-2.401600 -0.563200 
-2.004900 -0.461800 
-1.606500 -0.367200 
-1.206500 -0.279400 
-0.804900 -0.198700 
-0.401900 -0. 125200 
0.002400 -0.058900 
0.407800 0.000000 

0.814300 0.051600 

1.221600 0.095700 

1.629700 0.132300 

2.038400 0.161400 

2.447600 0.182900 

2.857100 0.196700 

3.266800 0.202900 

3.676500 0.201200 

4 . 086200 0.191 800 

* 4.905600 0.149900 

* 5.725000 0.077200 


LEADING EDGE TRAILING EDGE 

X Y X Y 

-3.982600 -0.992900 CENTER 4.087600 0.233000 

0.040450 RADIUS 0.041190 
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ALT LOU FAN STATOR BLADE SECTION B08-B08 
RADIUS: 7.150000 GAGE: 1.650000 


SUCTION 

SURFACE 

X 

Y 

*- 5 . 4 1 7700 

- 1 .862200 

*- 4.714000 

- 1 .424000 

- 3.988300 

- 1 . 025000 

- 3.617200 

- 0.840200 

- 3.240600 

- 0.665200 

- 2.858500 

- 0.500900 

- 2.471200 

- 0.347900 

- 2.079000 

- 0.206900 

- 1 .682300 

- 0.078300 

- 1.281 600 

0.037400 

- 0.877100 

0. 139800 

- 0.469400 

0.228900 

- 0.058900 

0.304300 

0 . 353900 

0.366000 

0.768600 

0.413700 

1 . 184700 

0.447300 

1 . 60! 700 

0.466800 

2 . 0! 9000 

0.472200 

2.436400 

0.463300 

2.853200 

0.440000 

3.268900 

0.402300 

3 . 683000 

0.350200 

4.095200 

0.283400 

* 4.913900 

0. 105700 

* 5.725000 

- 0. 130800 


PRESSURE 

SURFACE 

X 

Y 

*- 5 . 47 1 500 

- 1 .699400 

*- 4.717700 

- 1 .387000 

- 3.954300 

- I . 097800 

- 3.569000 

- 0.961900 

- 3. 181300 

- 0.831800 

- 2.791200 

- 0.707900 

- 2.398900 

- 0.590700 

- 2.004300 

- 0.480300 

-1 .607700 

- 0.377300 

- 1 .209000 

- 0.281900 

- 0.808400 

- 0. 194300 

- 0.406100 

- 0 . 1 1 

4700 

- 0.002200 

- 0.043200 

0.403100 

0 . 0 i 9900 

0.809700 

0.074700 

1.21 7300 

0 . 12 

1 100 

1 .625900 

0. 158900 

2.035100 

0.188100 

2.444900 

0.208600 

2 . 855 1 00 

0.220300 

3.265400 

0.223200 

3.675600 

0 . 21 7000 

4.085700 

0.201800 

* 4.905600 

0. 144400 

* 5.725100 

0 . 051 000 


LEADING EDGE 
X Y 

- 3.968900 - 1.060300 CENTER 
0.040230 RADIUS 


TRAILING EDGE 
X Y 

4.087800 0.242900 

0.041 190 
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ALT LOW FAN STATOR BLADE SECTION B09-B09 
RADIUS: 6.600000 GAGE: I . 1 00000 


SUCTION SURFACE 
X Y 

*-5.373000 -1.978700 

*-4.684800 -1.527400 
-3.971 800 - I . I I 2500 
-3.606000 -0.918700 
-3.234000 -0.734000 
-2.856100 -0.559600 
-2.472400 -0.396400 
-2.083200 -0.245200 
- I .688900 -0. 106800 
-1.289800 0.018200 

-0.886500 0.129500 

-0.479400 0.226500 

-0.069000 0.309100 

0.344100 0.377100 

0.759400 0.430100 

1.176300 0.468200 

1.594400 0.491200 

2.013000 0.498900 

2.431600 0.491300 

2.849600 0.468300 

3.266500 0.429800 

3.681600 0.375600 

4.094400 0.305500 

* 4.913100 0 . I I 7600 

* 5.722600 -0. 133900 


PRESSURE SURFACE 
X Y 

*-5.431 100 - I .828800 
*-4.688600 -1.494800 
-3.935300 - I . 183200 
-3.554600 -1.035800 
-3. 171200 -0.894000 
-2.785000 -0.758300 
-2.396100 -0.629600 
-2.004400 -0.508100 

- I .610100 -0.394600 

- I .213200 -0.289300 
-0.814100 -0. 192700 
-0.412700 -0. 105000 
-0.009400 -0.026500 

0.395700 0.042700 

0.802400 0.102400 

1.210400 0.152500 

1.619500 0.192900 

2.029500 0.223400 

2.440100 0.244000 

2.851100 0.254500 

3.262200 0.254800 

3.673200 0.244600 

4.083800 0.224000 

* 4 . 903800 0.151 600 

* 5.722200 0.037600 


LEADING EDGE TRAILING EDGE 

X Y X Y 

-3.951400 -I . 146700 CENTER 4.086600 0.265100 

0.039850 RADIUS 0.041160 
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ALT LOW FAN STATOR BLADE SECTION BIO-BIO 


RADIUS: 6 

.050000 

GAGE: < 

0.550000 

SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 5.322400 

- 2. 1 16400 

*- 5.376800 

- 1 .975700 

*- 4.649900 

- 1 .644700 

*- 4.650800 

- 1.61 5300 

- 3.950600 

- 1 .208600 

- 3.911200 

- 1 .277300 

- 3.590900 

- 1 .003900 

- 3.536300 

- 1 . 1 16700 

- 3.224500 

- 0.808100 

- 3. 158000 

- 0.961700 

- 2.851300 

- 0.622300 

- 2.776300 

- 0.813100 

- 2.471600 

- 0.447800 

- 2.391300 

- 0.671700 

- 2.085700 

- 0.285700 

- 2.002900 

- 0.538300 

- 1 .694000 

- 0. 136800 

- 1 . 6 1 1 300 

- 0.413400 

- 1 .296900 

- 0.001900 

- 1.21 6600 

- 0.297700 

- 0.894900 

0. 1 18600 

- 0.819000 

- 0. 191500 

- 0.488500 

0.224100 

- 0.418700 

- 0.095300 

- 0.078400 

0.314400 

- 0.016000 

- 0.009300 

0 . 334800 

0.389100 

0 . 388900 

0.066200 

0.750700 

0.448000 

0.795700 

0 . 131 200 

1 . 1 68500 

0.490900 

1 . 204 1 00 

0. 185500 

1 .587600 

0.51 7800 

1 . 6! 3900 

0.229000 

2.007400 

0.528500 

2.024600 

0 . 261 400 

2.427300 

0.523000 

2.436100 

0.282700 

2.846600 

0.501000 

2 . 848000 

0.292800 

3.264700 

0.462500 

3 . 260 1 00 

0.291400 

3 . 680900 

0.407300 

3.671 900 

0.278600 

4.094500 

0.335400 

4 . 083200 

0.254000 

* 4.913900 

0. 141500 

* 4.904300 

0. 169400 

* 5.722900 

- 0 . 1 19200 

* 5.723400 

0.037600 


LEADING 

EDGE 


TRAILING EDGE 

X 

Y 


X 

Y 

- 3.928900 -1 

1 .24 1800 

CENTER 

4.086500 

0.295000 

0.039670 

RADIUS 

0.041 140 
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ALT LOU FAN STATOR BLADE SECTION B II -B II 
RADIUS: 5.500000 GAGE: 0.000000 


SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 5.268900 

- 2.237200 

*- 5.321900 

- 2.107100 

*- 4.613200 

- 1 .744200 

*- 4.612000 

- 1.71 8900 

- 3.927500 

- 1 .287200 

- 3.885700 

- 1 .354700 

- 3.573400 

- 1 .072200 

- 3.516400 

- 1 . 1 8 1 600 

- 3.21 1 800 

- 0.866200 

- 3. 143000 

- 1 .014500 

- 2.842800 

- 0.670600 

- 2.765700 

- 0.854400 

- 2.466600 

- 0.486800 

- 2.384200 

- 0.702200 

- 2.083500 

- 0.315800 

- 1 . 998800 

- 0.558700 

- 1 .694000 

- 0. 158600 

- 1 . 609600 

- 0.424600 

- 1 .298500 

- 0.016000 

- 1.21 6700 

- 0.300500 

- 0.897700 

0 . 1 1 1 600 

- 0.820400 

- 0. 186900 

- 0.492100 

0.223600 

- 0.421000 

- 0.084000 

- 0.082300 

0.319700 

- 0.018700 

0.007600 

0.331000 

0.399700 

0.386100 

0.088000 

0.747200 

0.463100 

0.793100 

0.157100 

1 . 1 65600 

0.510000 

1 .201900 

0.214500 

1 . 585500 

0.540200 

1 .612300 

0.260300 

2.006200 

0.553600 

2.023800 

0.294400 

2.427000 

0.550100 

2.436100 

0.316600 

2.847300 

0.529800 

2.848900 

0.326900 

3.266400 

0.492400 

3 . 261 700 

0.325100 

3.683400 

0.438000 

3.674300 

0 . 31 1300 

4.097800 

0.366600 

4.086300 

0.285400 

* 4.918800 

0. 172800 

* 4.908500 

0. 197300 

* 5.729400 

- 0.089000 

* 5.728300 

0.060800 


LEADING 

EDGE 


TRAILING 

EDGE 

X 

Y 


X 

Y 

- 3.904700 - 

1 .319800 

CENTER 

4.089800 0 

.326300 

0.039730 

RADIUS 

0.0411 

00 


NASA/TM — 2000-209916 


287 




PART 3 


SHORT CHORD STATOR VANES 
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ALNF SHORT STATOR 
RADIUS: 10.450000 


SECTION BO I -BO I 
GAGE: 4.950000 


SUCTION SURFACE 
X Y 

*- 1.098300 - 0.326800 

*- 0.953500 - 0.241200 
- 0.804700 - 0.165200 
- 0.728800 - 0. 130800 
- 0.651900 - 0.098800 
- 0.574000 - 0.069400 
- 0.495100 - 0.042400 
- 0.415500 - 0.018100 
- 0.335100 0.003700 

- 0.254000 0.023000 

- 0.172400 0.039500 

- 0.090300 0.053500 

- 0.007800 0.064800 

0.075100 0.073400 

0.158200 0.079400 

0.241400 0.082700 

0.324700 0.083300 

0.408000 0.081200 
0.491 100 0.076500 

0.574100 0.069100 

0.656800 0.059000 

0.739200 0.046300 

0 . 82 II 00 0.030900 

* 0.983400 - 0.008000 

* I . 143700 - 0.057700 


PRESSURE SUREACE 
X Y 

*- 1.110100 - 0.281600 
*- 0.955300 - 0.228500 
- 0.798900 - 0.180600 
- 0.720100 - 0. 158600 
- 0.640900 - 0.137900 
- 0.561400 - 0 . I 18400 
- 0.481600 - 0. 100200 
- 0.401600 - 0.083300 
- 0.321300 - 0.067700 
- 0.240700 - 0.053400 
- 0.159900 - 0.040400 
- 0.078900 - 0.028600 
0.002200 - 0.018200 
0.083500 - 0.009000 
0. 165000 - 0.001200 
0.246500 0.005400 

0 . 328200 0.01 0600 
0.409900 0.014500 

0 . 491 700 0.017100 

0.573600 0.018500 

0 . 655400 0.01 8500 

0.737300 0.017200 

0.819100 0.014600 

* 0.982400 0.005500 

* 1.145300 - 0.008800 


LEADING EDGE 
X Y 

- 0.801300 - 0.172700 CENTER 


TRAILING EDGE 
X Y 

0.819400 0.022800 


0.008200 RADIUS 


0.008200 
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ALNF SHORT STATOR 

SEC 1 i UN 

UU^-bUEl 

RADIUS: 

9.900000 

GAGE: 4 

.400000 ! 

SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 1 . 102600 

- 0.302500 

*- 1 . 1 15200 

- 0.257700 

*- 0.956200 

- 0.224100 

*- 0.958500 

- 0 . 21 1900 

- 0.805800 

- 0. 154500 

- 0.800600 

- 0.170100 

- 0.729100 

- 0. 123000 

- 0.721200 

- 0. 150700 

- 0.651400 

- 0.093700 

- 0.641500 

- 0. 132300 

- 0.573100 

- 0.066600 

- 0.561600 

- 0 . 1 14800 

- 0.493900 

- 0.041700 

- 0.481600 

- 0.098400 

- 0.414100 

- 0.019000 

- 0.401300 

- 0.083000 

- 0.333700 

0 . 001 400 

- 0.320900 

- 0.068600 

- 0.252800 

0.019500 

- 0.240200 

- 0.055100 

- 0.171400 

0.035300 

- 0. 159400 

- 0.042700 

- 0.089500 

0.048900 

- 0.078500 

- 0.031300 

- 0.007300 

0 . 060 1 00 

0 . 002600 

- 0.020800 

0.075100 

0 . 069000 

0 . 083800 

- 0 . 01 1400 

0. 157800 

0.075600 

0.165100 

- 0.003000 

0.240600 

0.079900 

0.246500 

0.004400 

0.323600 

0.081 800 

0.327900 

0.010800 

0.406500 

0.081400 

0.409500 

0.01 6200 

0.489400 

0 . 078600 

0.491100 

0.020600 

0.572200 

0.073500 

0.572800 

0.024000 

0.654800 

0 . 066 1 00 

0 . 654500 

0.026300 

0.737200 

0.056400 

0.736200 

0.027600 

0.819300 

0.044400 

0.81 7900 

0.028000 

* 0.982600 

0.01 3500 

* 0.981300 

0.026100 

* 1 . 144700 

- 0.026600 

* 1 . 1 44700 

0 . 020600 


LEADING EDGE 


TRAILING EDGE 

X Y 


X 

Y 

- 0.802600 - 0.162100 

CENTER 

0.817900 

0.036300 

0.008300 

RADIUS 

0.008300 
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SECTION B03-B03 
GAGE: 4.125000 


ALNF SHORT STATOR 
RADIUS: 9.625000 

SUCTION SURFACE 
X Y 


*- I . 100800 

*-0.954300 
-0.804200 
-0.727800 
-0.650500 
-0.572400 
-0.493600 
-0.414000 
-0.333800 
-0.253000 
-0. 171700 
-0.090000 
-0.007900 
0.074500 
0. 157200 
0.240000 
0.322900 
0.405900 
0.488900 
0.571700 
0.654400 
0.736900 
0.819000 

* 0.982000 

* I . 143400 


-0.315400 
-0.235000 
-0. 163400 
-0. 130900 
-0. 100600 
-0.072600 
-0.046800 
-0.023200 
-0.001900 
0.017100 
0.033700 
0.048100 
0.060000 
0.069700 
0.077000 
0.081900 
0.084500 
0.084700 
0.082500 
0.078000 
0.071 100 
0.061 900 
0.050400 
0.020500 
-0.018600 


CENTER 

RADIUS 


PRESSURE 

X 

*- 1.112100 

*-0.956000 
-0.798700 
-0.719600 
-0.640200 
-0 . 560600 
-0.480700 
-0 . 400600 
-0.320400 
-0.239900 
-0. 159200 
-0.078400 
0 . 002600 
0.083700 
0 . I 65000 
0 . 246300 
0 . 327800 
0 . 409300 
0.490900 
0.572600 
0.654300 
0.736000 
0.817800 

* 0.981700 

* I . I 46000 


SURFACE 

Y 

-0.271300 
-0.223100 
-0. 178900 
-0. 158300 
-0. 138700 
- 0. 120200 
-0. 102700 
-0.086200 
-0.070800 
-0.056500 
-0.043200 
-0.030900 
-0.019700 
-0.009600 
-0.000500 
0.007500 
0.014400 
0.020300 
0.025200 
0.029000 
0.031700 
0.033400 
0.034000 
0.031900 
0.025400 


LEADING EDGE 
X Y 

-0.800700 -0.170900 
0.008300 


TRAILING EDGE 

X Y 

0.817800 0.042200 

0.008200 
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ALNF SHORT STATOR 
RADIUS: 9.350000 


SECTION B04-B04 
GAGE: 3.850000 


SUCTION SURFACE 
X Y 

*- I .094400 -0.331 100 

*-0.950500 -0.248100 
-0.802200 -0.173900 
-0.726400 -0. 140100 
-0.649500 -0.108500 
-0.571800 -0.079200 
-0.493300 -0.052200 
-0.414000 -0.027500 
-0.334000 -0.005200 
-0.253400 0.014800 

-0.172200 0.032400 

-0.090600 0.047600 

-0.008500 0.060400 

0.073900 0.070800 

0.156500 0.078800 

0.239400 0.084300 

0.322400 0.087400 

0.405400 0.088100 

0.488500 0.086300 

0.571400 0.082200 

0.654200 0.075600 

0 . 736800 0 . 066500 

0.819000 0.055100 

* 0.982200 0.025400 

* I . 143800 -0.013500 


PRESSURE SURFACE 
X Y 

*- I . 107300 -0.287600 
*-0.952700 -0.236400 
-0.796500 -0.189200 
-0.717800 -0. 167100 
-0.638700 -0.146000 
-0.559400 -0. 126100 
-0.479800 -0. I 07300 
-0.400000 -0.089600 
-0.319900 -0.073000 
-0.239600 -0.057600 
-0.159000 -0.043400 
-0.078300 -0.030200 
0.002600 -0.018200 
0.083700 -0.007400 
0.164900 0.002300 

0.246200 0.010900 

0.327600 0.018300 

0.409200 0.024600 

0.490800 0.029700 

0.572500 0.033700 

0.654200 0.036500 

0.736000 0.038200 

0.817800 0.038700 

* 0.981400 0.036100 

* I . I 45000 0 . 028700 


LEADING EDGE TRAILING EDGE 

X Y X Y 

-0.798800 -0.181300 CENTER 0.817800 0.046900 

0.008200 RADIUS 0.008200 
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>hort STATOR 
/; . 8 . 800000 


N 

ton surface 
Y 

-0.343500 
-0.257800 
-0. 181300 
-0 . I 46500 
-0. I l 4000 
-0.083800 
-0.056000 
-0.030600 
-0.007500 
0.013100 
0.031400 
0.047100 
0.060400 
0.071200 
0.079600 
0.085400 
0.088800 
0.089600 
0.087900 
0.083800 
0.077100 
0.068000 
0.056400 
0.025700 
-0.015000 


12900 
h 8900 
J0900 
.725400 
-0.648900 
-0.571400 
_ 0 . 493 100 
_ 0 . 4 I 4000 
-0.334100 - 
-0.253600 
-0. 172500 
-0.090900 
- 0.008800 
0.073600 
0. 156300 
0.239200 
0.322300 
0.405400 
0.488500 
0.571500 
0.654400 
0.737000 
0.819300 

* 0.983000 

* i . I 45500 


leading edge 


X 


-0.797300 -0 

0 . 008200 


Y 

88700 


SECTION B05-B05 
EaGE: 3.300000 


pressure 
X 


*- I . 105500 
*-0.950800 
-0.794900 
-0.716500 
-0 . 637800 
-0.558800 
_ 0 . 479400 
-0.399700 
-0.319800 
-0.239600 
-0. 159100 
-0.078500 ■ 
0.002400 
0.083400 
0. 164700 
0 . 246000 
0.327500 
0.409100 
0.490800 
0.572500 
0.654300 
0.736100 
0.817900 

* 0.981500 

* 1.145100 


SURF ACE 
Y 

-0.304000 

-0.247700 

-0 . I 96600 

-0. 173000 
-0. 150700 
-0. 129600 
-0. 109600 
-0.090900 
-0.073500 
-0.057300 
-0.042300 
-0.028500 
- 0.016000 
-0.004800 
0.005200 
0.014000 
0.021 500 
0.027700 
0.032700 
0.036400 
0.038800 
0.040000 
0.040000 
0.036400 
0.028000 


CENTER 

RADIUS 


trailing edge 
X Y 

0.817900 0.048300 

0.008300 
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RADm f H0R I STAT °R 
AUIUS: 8.250000 


SUCTION 

X 

*~ I .090600 
*'0.948200 
-0.801000 
-0. 725600 
-0.649000 
-0.57 I 600 
-0.493200 
-0.414100 
-0.334200 
-0.253600 
-0. 172500 
-0.090800 
-0.008700 
0.073800 
0. 156500 
0.239500 
0.322600 
0.405700 
0.488800 
0.571900 
0.654700 
0.737300 
0.819600 

* 0.983300 

* I . 145800 


SURFACE 
Y 

-0.342700 
-0.257700 
-0. 181500 
-0. ( 46700 
“0. I 14100 
-0.083900 
-0.056000 
-0.030600 
-0.007500 
0.013100 
0-031 200 
0.046900 
0.060000 
0.070700 
0.078900 
0.084500 
0.087600 
0.088200 
0.086200 
0.081700 
0.074700 
0.065200 
0.053200 
0.021700 
-0.019800 


LEADING EDGE 
X y 

0.797400 -0.188900 

0 . 008200 


CENTER 

RADIUS 


SECTION B06 
CAGE: 2.7500, 


PRESSURE 
X 


*- I ■ 105200 
*-0.950700 
0. 795000 
-0.7(6700 
-0.638100 
-0. 5591 00 
-0.479800 
-0.400200 
-0.320200 
-0.240000 
-0. 159600 
-0.078900 
0 . 002 1 00 
0.083200 
0 . 164400 
0.245900 
0. 327400 
0.409(00 
0.490800 
0.572600 
0.654400 
0 . 736300 
0 . 8(8100 

* 0.98(400 

* ' • 1 44300 


SURFACE 
Y 

-0.304800 
-0.248400 
-0. I 96800 
-0. ( 72800 
-0. (50000 
-0. 128500 
-0 . I 08300 
-0.089400 
-0.071800 
-0.055400 
-0.040400 
-0.026700 
-0.0(4300 
-0.003200 
0.006500 
0.0(5000 

0 . 022 f 00 

0.027800 
0 . 032300 
0.035400 
0.037200 
0.037700 
0.036800 
0.030800 
0 • 0 ( 9200 


TRAILING EDGE 
X Y 

0-818200 0.045(00 

0.008300 
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RAnn ,f H0RT STATOR 
RADIUS: 7.700000 


* 

* 


SUCTION 

X 

*- I .086900 
*-0.945000 
-0.798700 
-0.723900 
-0.648000 
-0.571 100 
-0.493100 
-0.414300 
-0.334600 
-0.254200 
-0. 173200 
-0.091600 
-0.009500 
0.073100 
0. 155900 
0.239000 
0.322200 
0.405500 
0.488800 
0.571900 
0.654900 
0.737600 
0.820000 
0.983900 
I • 146600 


SURFACE 

y 


-0.364500 
-0.274500 
- 0. 194100 
-0. 157500 
-0. 123300 
-0.091500 
-0.062100 
-0.035300 
-0.010900 
0.01 0900 
0 . 030 I 00 
0.046700 
0.060700 
0.072100 
0.080900 
0.087000 
0.090400 
0.091 200 
0.089300 
0.084700 
0.077500 
0.067700 
0.055200 
0.022100 
0.021800 


SECTION B07-B07 
GAGE : 2.200000 




X 

*-l • 100100 
*-0.946800 
- 0.792300 
- 0.714600 
-0.636600 
-0.558100 
-0.479100 
-0 . 399800 
-0 . 320 1 00 
-0.240100 
-0. 159800 
-0.079200 
0.001 700 
0 . 082700 
0 . I 64000 
0.245500 
0.327100 
0 . 408900 
0.490700 
0.572600 
0.654500 
0 . 736400 
0.818400 
0 . 982700 
I • I 47400 


nee 


Y 


-0.329500 
“0 . 266400 
-0.209300 
-0. I 83000 
-0 . I 58200 
-0. I 34800 
-0. I 12800 

-0.092200 
-0.073(00 
-0.055500 
-0.039300 
-0.024600 
-0.01 1400 
0.000400 
0.0(0600 
0.0(9400 
0.026700 
0.032500 
0.036700 
0.039500 
0.040800 
0.040500 
0.038800 
0.031 200 
0.018000 


leading edge 

X Y 

-0.794900 -0.201500 CENTER 
0.008300 RADIUS 


trailing edge 

X Y 

0.818500 0.047/00 

0.008300 
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qrcTION B 08 -B 08 

EaGE: I . 650000 


SUCTION 

X 

*-| .078400 
*- 0.939700 
- 0.795800 
- 0.721900 
- 0 . 646700 
- 0.570400 
- 0.492900 
- 0.41 4500 
- 0.335200 
- 0.255000 
- 0. 174100 
- 0.092500 
- 0.01 0400 
0.072200 
0. 155100 
0.238400 
0.321800 
0 . 405200 
0.488700 
0.572000 
0.655200 
0.738000 
0.820500 
* 0 . 984600 
, 1.1 47500 


SURE ACE 

Y 

- 0.388800 
- 0.293900 
- 0.209000 
- 0. 170300 
- 0.134100 
- 0. 100300 
- 0 . 069200 
- 0.040700 
- 0.01 4800 
0.008500 
0 . 029000 
0 .046700 
0.061 800 
0.074000 
0.083400 
0.090100 
0.093900 
0.094900 
0.093100 
0.088400 
0.080900 
0.070600 
0.057500 
0.022900 
- 0.022900 


leading edge 
X Y 

- 0.791700 - 0.216200 
0.008300 


PRESSURE 

X 


SURFACE 

Y 


*- | .091000 
*- 0.940900 
- 0.788800 
- 0.712000 
- 0.634700 
- 0.556700 
- 0.478300 
- 0.399400 
- 0.320100 
- 0.240300 
- 0. 160200 
- 0.079700 
0.001100 
0.082200 
0 . I 63500 
0.245100 
0.326800 
0.408600 
0.490600 
0.572600 
0.654600 
0.736700 
0.818700 

* 0.982400 

* l . 1 45700 


- 0.355100 

- 0.286300 

- 0.223900 

- 0.195100 

- 0 . 1 67900 
- 0 . 1 42300 
- 0.1 18200 
- 0.095800 
- 0.075000 
- 0.055800 
- 0.038200 
- 0.022300 
- 0.008100 
0.004400 
0.015300 
0.024500 
0.032000 
0.037800 
0.041900 
0.044300 
0.044900 
0.043900 
0 . 041 100 
0.030100 

0 . 01 1900 


CENTER 

RADIUS 


trailing edge 
X Y 

0.819000 0.049400 

0.008300 
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ALNF SHORT STATOR 

SECTION 

B09-B09 

RADIUS: 

6.600000 

GAGE : 1 

. 1 00000 

SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 1 .068300 

-0.419900 

*- 1 .079800 

-0.387500 

*-0.932700 

-0.318900 

*-0.933300 

-0.31 1800 

-0.791500 

-0.228300 

-0.784000 

-0.242900 

-0.718800 

-0. 186900 

-0.708300 

-0.21 1000 

-0.644700 

-0.148100 

-0.631900 

-0. 180800 

-0.569300 

-0. II 1900 

-0.554800 

-0. 152400 

-0.492600 

-0.078400 

-0.477100 

-0. 1 25700 

-0.414700 

-0.047700 

-0.398800 

-0. 100900 

-0.335800 

-0.019700 

-0.319900 

-0.077800 

-0.256000 

0.005400 

-0.240500 

-0.056700 

-0. 175200 

0.027600 

-0. 160600 

-0.037300 

-0.093800 

0.046900 

-0.080200 

-0.019900 

-0.01 1700 

0.063200 

0 . 000500 

-0.004300 

0.071000 

0.076600 

0.081500 

0.009300 

0. 154000 

0 . 087 1 00 

0. 162900 

0.021 100 

0.237400 

0.094500 

0.244500 

0.030900 

0.321 100 

0.098900 

0 . 326300 

0.038800 

0.404800 

0. 100200 

0 . 408300 

0.044700 

0.488500 

0 . 098600 

0.490400 

0.048700 

0.572100 

0.093800 

0.572600 

0.050800 

0 . 655500 

0.086100 

0.654800 

0.050900 

0.738500 

0.075300 

0.737000 

0.049000 

0.821 100 

0.061500 

0.819100 

0.045200 

* 0.985100 

0.024900 

* 0.983000 

0.031900 

* 1 . 147500 

-0.023700 

* 1 . 1 46500 

0.01 1000 


LEADING EDGE 


TRAILING EDGE 

X Y 


X 

Y 

-0.787300 -0.235400 

CENTER 

0.819600 

0.053400 

0.008200 

RADIUS 

0.008200 
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ALNF SHORT STATOR 

SEC 1 I UN 

B 1 ( J-b 1 1 

RADIUS: 

6.050000 

GAGE: 0 

.550000 

SUCTION 

SURFACE 

PRESSURE 

SURFACE 

X 

Y 

X 

Y 

*- 1 .056400 

- 0.450500 

*- 1 .068700 

- 0.419400 

*- 0.924800 

- 0.343400 

*- 0.925300 

- 0.336800 

- 0.786800 

- 0.247100 

- 0.778700 

- 0.261400 

- 0.715400 

- 0.203000 

- 0.704200 

- 0.226400 

- 0.642400 

- 0. 161600 

- 0.628900 

- 0. 193200 

- 0.567900 

- 0. 123000 

- 0.552700 

- 0.162100 

- 0.491900 

- 0.087300 

- 0.475700 

- 0. 132900 

- 0.414700 

- 0.054400 

- 0.397900 

- 0. 105700 

- 0.336300 

- 0.024500 

- 0.319500 

- 0.080600 

- 0.256700 

0.002400 

- 0.240500 

- 0.057500 

- 0. 176200 

0.026200 

- 0. 160800 

- 0.036500 

- 0.094900 

0.047000 

- 0.080700 

- 0.017500 

- 0.012800 

0.064700 

- 0.000100 

- 0.000700 

0.069900 

0.079200 

0.081000 

0.014000 

0. 153100 

0.090500 

0. 162300 

0.026600 

0.236700 

0.098700 

0.244000 

0.037100 

0.320500 

0. 103700 

0.326000 

0.045400 

0.404400 

0. 105400 

0.408100 

0.051 500 

0.488400 

0. 104000 

0.490400 

0.055500 

0.572200 

0.099300 

0.572700 

0.057300 

0.655800 

0.091400 

0 . 655 1 00 

0.057000 

0.739000 

0.080400 

0.737400 

0.054500 

0.821700 

0.066100 

0.819600 

0.049800 

* 0.985600 

0.027600 

* 0.983700 

0.033800 

* 1.147500 

- 0.024100 

* 1.147400 

0.009000 


LEADING EDGE 


TRAILING EDGE 

X Y 


X 

Y 

- 0.782300 - 0.254000 

CENTER 

0.820200 

0.058000 

0.008200 

RADIUS 

0.008200 
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ALNF SHORT STATOR 
RADIUS: 5.500000 


SECTION B I I -B I I 
GAGE: 0.000000 


SUCTION SURFACE 
X Y 

*- 1.050500 - 0.468400 

*- 0.920300 - 0.356700 
- 0.783700 - 0.256600 
- 0.713000 - 0.210900 
- 0.640700 - 0.168100 
- 0.566700 - 0. 128200 
- 0.491 100 - 0.091200 
- 0.414200 - 0.057300 
- 0.336000 - 0.026500 
- 0.256600 0.001300 

- 0.176200 0.025800 

- 0.094900 0.047200 

- 0.012800 0.065400 

0.069900 0.080300 

0.153100 0.091900 

0.236800 0.100300 

0.320700 0.105400 

0.404800 0.107200 

0.488800 0.105800 

0.572800 0. 101 100 

0.656500 0.093100 

0.739800 0.081900 

0.822600 0.067600 

* 0.986700 0.029700 

* I . 148800 - 0.020600 


PRESSURE SURFACE 
X Y 

*- I .060100 - 0.438200 

*- 0.919700 - 0.350400 
- 0.775300 - 0.270600 
- 0.701600 - 0.233700 
- 0.626900 - 0. 198800 
- 0.551200 - 0.166100 
- 0.474700 - 0 . I 35400 
- 0.397300 - 0.107000 
- 0.319100 - 0.080800 
- 0.240300 - 0.056700 
- 0.160700 - 0.034900 
- 0.080700 - 0.015300 
- 0.000100 0.002100 
0.081 000 0 . 01 7200 

0.162400 0.030000 

0.244200 0.040600 

0.326200 0.048900 

0.408500 0.054900 

0.490900 0.058700 

0.573300 0.060200 

0.655800 0.059500 

0.738200 0.056500 

0.820500 0.051300 

* 0.984800 0.034300 

* 1.148700 0.008500 


LEADING EDGE TRAILING EDGE 

X Y X Y 

- 0.779100 - 0.263400 CENTER 0.821100 0.059500 

o . 008200 RADIUS o . 008200 
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Appendix C 

The noise data from the Alternative Low Noise Fan is presented in this appendix. The data is arranged in 5 sec- 
tions corresponding to the five tested configurations: 7 vane hard, 7 vane fully treated, 7 vane partially treated, 

70 vane hard and 70 vane fully treated. In each of these sections the data from the six fan speeds is presented. These 
are 10671, 10137, 9604, 8537, 7736, and 6402 rpmc. The data are presented at roughly 10° angular positions from 
158° in the aft to 24.5° in the front. Even this mass of data is only a sampling of the data since the data is taken at 
roughly every 2.5°. At each of the speeds both narrow band data from 0 to 50 000 Hz and l/3rd octave data are pre- 
sented with the narrow band data being presented first. The narrow band data plots are sound pressure level in deci- 
bels plotted versus frequency in kilohertz. The title of the plot gives both the speed and the angle of the plot. The 
l/3rd octave plots are sound pressure level in decibels plotted versus frequency in hertz. The frequency axis is a log 
scale with the lowest frequency shown being 10 Hz and the highest frequency being 100 000 Hz. Again the title of 
the plot gives both the speed and the angle of the plot. 


Appendix C Section 1 — 7 Vane hard configuration 
Appendix C Section 2 — 7 Vane fully treated configuration 
Appendix C Section 3 — 7 Vane partially treated configuration 
Appendix C Section A — 70 Vane hard configuration 
Appendix C Section 5 — 70 Vane fully treated configuration 

Appendix C is contained on the enclosed CD. 
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